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MEASURING CHEMICAL FEED IS A CRITICAL FACTOR 
IN WATER AND WASTEWATER TREATMENT. 


ACCURATELY MEASURES THE CHEMICAL FEED OF METERING AND 
DOSING PUMPS BY USING THE LATEST ULTRASONIC TECHNOLOGY. 
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Blue-White is PRECISION CHEMICAL METERING FOR OVER 60 YEARS 
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Lakeside's screw pumps offer the ideal and cost-effective "drop in" replacements for less reliable designs. 
Improve pumping performance and reduce maintenance costs with our superior dual upper bearing design and heavy- 
duty self-aligning lower bearing designs. For decades we've been the go-to source for replacing all screw pump brands. 
Replacements typically require little or no structural modifications. It's what you expect from Lakeside Equipment—known 
for nearly a century for efficient and dependable operation in all wastewater, drainage and industrial applications. 
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LET'S BE CLEAR: INCREMENTAL CREEPS AND QUANTUM LEAPS 
Research is steadily pushing the boundaries of performance and 
efficiency in wastewater treatment. But where are the real 
game-changers? 

By Ted J. Rulseh, Editor 


@TPOMAG.COM 
Visit daily for exclusive news, features and blogs. 


HEARTS AND MINDS: HAYRIDES, WALKING TOURS AND MORE 
The Illinois village of Carol Stream draws up to 300 visitors each 
year to an open house with treatment plant tours and activities for 
all ages. 

By Sandra Buettner 


SUSTAINABLE OPERATIONS: TRIAL AND ERROR 

Sonoma Water has tried a variety of renewable and carbon-free 
energy sources. Solar energy and hydropower have proven successful. 
By Steve Lund 


TECHNOLOGY DEEP DIVE: EYE ON BOD 

SENTRY technology uses bioelectrode sensors to give clean-water 
plant operators real-time insights to variable conditions in biological 
treatment processes. 

By Ted J. Rulseh 


IN MY WORDS: MORE THAN TECHNOLOGY 

The Water Research Foundation undertakes a wide range of 
projects, from design and engineering to social science, with direct 
relevance to plant operators. 

By Ted J. Rulseh 


PLANTSCAPES: SUNLIGHT AND SHADOW 

The changing seasons have dramatic visual effects on an abstract 
work of public art on a 135-foot-diameter concrete water tank. 

By Jeff Smith 


HOW WE DO IT: OUT WITH RAGGING 

A pump-control technology helps a Michigan city eliminate manual 
cleaning of pumps and save an estimated $3,600 per month. 

By Graham Mclvor 
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WASTEWATER OPERATOR: 

COOKING UP A SUCCESS 

Ben Riles and his four-member operations team stir up a record 
of high-performance at the Moberly (Missouri) Wastewater 
Treatment Plant. 

By Jim Force 


WASTEWATER PLANT: 

THE WORD IS EXCELLENCE 

The team at the South Valley Water Reclamation Facility never 
stops looking for ways to enhance efficiency and performance. 
By Steve Frank 


WASTEWATER BIOSOLIDS: cover story 


MUNICIPAL FARMERS 

Sioux Falls biosolids land application program strives for precision 
in applying nutrients at agronomic rates for the crops to be planted. 
By Ted J. Rulseh 


ON THE COVER: Philip Greenwood and his team take a sophisticated 
approach when applying the city's Siouxpergro liquid biosolids on cropland 
around Sioux Falls, South Dakota. The team uses a software-based tech- 
nology to apply the material at precise agronomic rates, tailored to the soil 
nutrient content and the needs of the crop. (Photography by Jay Pickthorn) 
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DOUBLE DUTY 

Two water treatment plants help Crossville's operator team 
maintain a consistent supply in the face of seasonal challenges and 
weather events. 

By David Steinkraus 


PRODUCT NEWS 

Product Spotlights: 

Water: Providing versatile control 

Wastewater: Thermal mass flowmeter resists corrosion in 
biogas environments 

By Craig Mandli 
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Bigger is better with 
the SP430. 


The new STRAINPRESS® SP430 has twice the capacity of other sludge screeners. 


As the sole recipient of the Frost & Sullivan product line strategy leadership award in the 
wastewater industry, HUBER serves the municipal wastewater treatment market with 
distinction. 


HUBER offers a full line of of sludge and biosolids handling equipment for screening, 
thickening, dewatering and drying. And with with over 40,000 installations worldwide, we 
have the proven quality, experience and expertise to get the job done right. 


NORTH AMERICAN 


ODUCT LINE STRATEGY LEADERSHIP AWA To learn more visit us at our website at www.huber-technolgoy.com. 


PRODUCT LINE STRATEGY LEADERSHIP AWARD 
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Incremental Creeps 
and Quantum Leaps 


RESEARCH IS STEADILY PUSHING THE 
BOUNDARIES OF PERFORMANCE AND 
EFFICIENCY IN WASTEWATER TREATMENT. 
BUT WHERE ARE THE REAL GAME-CHANGERS? 


By Ted J. Rulseh, Editor 


wenty-four years ago, Nicholas Negroponte 

wrote a landmark book, Being Digital, that 

explored the impact of digital technology on 
work, entertainment, social life and commerce. 

I read the book a few years after it was published, 
and what I most remember about it, two decades later, 
is the author’s commentary on research and develop- 
ment and how digital was changing attitudes toward 
improvements in performance, speed and efficiency. 

In the digital world, he asserted, people were no 
longer interested in incremental change — an extra 2 miles per gallon from 
a car, a 3 percent cost reduction, a few minutes’ time savings. No, they were 
interested in quantum leaps, blow-the-doors-off improvements. Think 
iPhone from Apple versus flip phone. 


SEEKING GAME-CHANGERS 

People in every industry look constantly to improve, but big leaps ahead 
are harder in established processes than in entirely new sectors. For example, 
in recent decades, automotive fuel efficiency has improved, but it hasn't 
doubled or tripled. Mechanical constraints and laws of physics get in the way. 

So if we're looking for game-changers in the wastewater sector, they will 
be elusive. We have to dial down expectations for what game-changing actu- 
ally means. There will always be improved bar screens and grit collectors, 
more efficient blowers, more precise instruments, better belt presses. But 
what game-changers are in the research pipeline, or already on the market, 
for clean-water plants? Here are a few that have caught my attention. 

SUEZ offers an entirely new approach to aeration that doesn't depend 
on bubbles, which float to the surface and then are gone. ZeeLung technol- 
ogy aerates activated sludge basins using a gas-permeable media to deliver 
oxygen to a biofilm on the media surface. The company promotes this 
largely for plant upgrades, saying it can provide up to 50 percent more treat- 
ment capacity in existing tankage, improve oxygen transfer by four times 
over fine-bubble aeration and increase energy efficiency by half. Those ben- 
efits of course would translate to new construction. 

NVP Energy has developed a treatment technology that removes COD 
and BOD while producing renewable energy as biogas. It is suited for appli- 


cations in the municipal and food and drink sectors. The company says the 
process can reduce energy costs and sludge production by up to 90 percent 
versus activated sludge treatment. It uses specialized anaerobic granular 
biofilms to convert organics to biogas without heat inputs so all energy pro- 
duced can be used to generate heat and electricity. 

Centrisys/CNP promotes the PONDUS thermo-chemical hydrolysis 
process for biosolids treatment. In a reactor upstream from the digesters, 
hot water and caustic break the cell membranes in waste activated sludge. 
Being more readily digestible, this material enables the digestion process to 


People in every industry look constantly to improve, 
but big leaps ahead are harder in established 
processes than in entirely new sectors. 


increase biogas production by 20 to 25 percent. Polymer consumption is 
reduced by 15 to 20 percent, and the dewatered solids cake is drier by 3 to 5 
percentage points. 

As for things in the pipeline, there's always talk about using algae for 
wastewater treatment. Now a study at the University of Arkansas has found 
that an algae species called Chlorella vulgaris can remove both nitrogen and 
phosphorus from wastewater even if one or the other is in short supply. A 
barrier to treatment with algae has been that the nutrient content of waste- 
water can be highly variable, and most algae need both nutrients to be pres- 
ent consistently in order to function. This potential breakthrough is still a 
long way from practical application. 


PATIENCE REQUIRED 

The trouble with improvements like these, even those already available, 
is that there’s so much legacy infrastructure, so many plants doing things in 
the best ways possible when built 20 or 30 years ago. It’s a lot to ask a com- 
munity to spend millions to replace a process that works well, and meets 
permit, with something shiny and new. If your mobile phone becomes out- 
dated, you can toss it aside and replace it with the latest and greatest. You 
can’t do that with a clean-water plant. 

So, with no disrespect to Being Digital, perhaps we’re best off accepting 
that even as game-changing technologies emerge, their adoption will take 
time, and well see the benefit not next year, but over decades. That’s not a 
hard concept to live with. tpa 
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Machines To 
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Van and Truck Mount Models Available 
See All The Features And Specifications At CamSpray.com 


12 G.P.M. @ 4000 PSI 
999 CC Kohler 
400' x 1/2"Hose 


15 G.P.M. @ 3000 PSI 
999 CC Kohler 
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@tpomag.com 


Visit the site daily for new, exclusive content. Read our blogs, find resources and get the most out of ТРО magazine. 


Join the Discussion 


A l Facebook.com/tpomag 


.com/tpomag 


Emails & Alerts 
Visit tpomag.com and sign up for 


newsletters and alerts. You'll get exclusive 
content delivered right to your inbox and 
stay in the loop on topics important to you. 
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"The Waves to Water Prize will 
accelerate the development of next- 
generation desalination technologies 
through the power of competition 
amongst the best and brightest." 


DOE Announces Prize Competition for Wave Energy Water Desalination 
tpomag.com/featured 


Striving for 
Zero-Carbon 


Can a modern wastewater 
treatment plant operate 
with a zero-carbon foot- 
print? Dennis Palmer, 
executive director and chief engineer of the Landis Sewerage Authority in 
Vineland, New Jersey, thinks it can. In this online exclusive article, read 
about LSA's unique biosolids program and other big ideas that make the 
facility one of the most environmentally friendly wastewater treatment 
plants in the Mid-Atlantic. 

tpomag.com/featured 


31050105 REPORT 

Industry Fights Back 

A November 2018 report is casting doubt on the safety of 
biosolids, recommending that the U.S. Environmental 
Protection Agency change its official stance on its use. But 
according to several regional biosolids associations, recent 
criticism of the current biosolids program fails to consider 
the wider contributions of industry advocates and decades 
of research. 
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Blower Products for 
Treatment 


Featuring ROBUSCHI Robox Energy and Screw High Efficiency 
Blower Packages and Robox Evolution Blower Packages 


Ideal for: Aerobic Digestion, Grit Aeration, Sludge Digestion, 
Filter Backwash, Channel Aeration 


©2019 Gardner Denver. All rights reserved. 
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Cooking Up 
a Success 


BEN RILES AND HIS FOUR-MEMBER OPERATIONS TEAM STIR UP A RECORD OF 
HIGH-PERFORMANCE AT THE MOBERLY (MISSOURI) WASTEWATER TREATMENT PLANT 


STORY: Jim Force | PHOTOGRAPHY: Denny Medley 
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en Riles bends over a pot of steaming noodles 

in his kitchen. He stirs in some Cajun season- 

ing, then turns to another pot where's he's cook- 

ing up chicken, venison, scallops or shrimp, 
adding a spicy seasoning he orders online. 

Finally he adds a dollop of heavy cream and some 
Parmesan cheese, and before long, he's serving up his 
Cajun pasta to neighbors or family. *I got into cooking 
in my early 20s,” says Riles, chief operator of the Moberly 
(Missouri) Wastewater Treatment Plant. 

“Having a large family required feeding a lot of 
mouths every night. I would eat something somewhere, 
or see something on TV that targeted foods from differ- 
ent parts of the world, and Га say, ‘Man, I wish I could 
cook like that.’ I fix it to whatever moves your taste buds. 
I usually put my own twist on it until I get it right, which 
can be expensive at times! And I don’t worry about pre- 
sentation; you just eat it.” 

Riles is the winner of the 2018 Missouri Water Envi- 
ronment Association William D. Hatfield Award, and 
the association selected him as the 2014 Operator of the 
Year for small facilities. He’s a veteran of 17 years in the 
clean-water profession and just as passionate about his 
staff and his treatment operation as he is about his cook- 
ing, which includes barbequing and smoking meats in а 
smoker he built. 

He's responsible for Moberly's 3.5 mgd sequencing 
batch reactor plant, the city's combined sewer system, 
14 lift stations and a staff of four operators. *He wears 
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The sequencing batch reactor tanks (Aqua-Aerobic Systems) at the 
Moberly Wastewater Treatment Plant. 


many hats," says Mary Calcagno, director of Public Util- 
ities. “Не has an eye for details, is a problem-solver and 
works hard. He's a vital asset to our program." 


BETTER TECHNOLOGY 

Draw a straight line from St. Louis to Kansas City 
and Moberly lies a smidgen north of the midpoint. Its 
wastewater treatment plant, which serves 12,000 custom- 
ers across a 10-square-mile service area, was built in 1997 
to replace two older-technology treatment plants. 

The collections system consists of 87 miles of com- 
bined sanitary and storm sewers, some sections dating 
to the late 1800s. Pipes range from 8 to 60 inches, and 
materials include brick and clay, cast iron, and concrete. 


MANAGING STORMWATER 


Moberly is one of only five wastewater systems in Missouri 
with combined sanitary and storm sewers, and there are no 
plans to change anytime soon. Mary Calcagno, director of 
Public Utilities and a former wastewater plant superintendent, 
says Moberly's system handles wet-weather flows effectively 
and meets all permit requirements. 

Two former lagoons located in the collections system at the 
combined sewer system outfalls have been converted to store 
wet-weather flows when they exceed the plant's capacity of 5 
mgd. A swirl concentrator with a storage basin serves as a third 
storm flow unit and can accelerate the separation of debris from 
the water. 

Once a storm has passed, the system directs stored water 
back into the sewer system through a series of pipes, and the 
water is treated in the plant with the normal dry-weather flow. It 
can take three to four weeks to return all of the flow to the 
system, says Ben Riles, chief operator. 

"During a heavy rain, our influent flow can go from 1 mgd to 
5 mgd in just 2 1/2 hours,” he says. For occasions when the 
storm flow exceeds the storage basins' capacity, Moberly 
maintains four outfalls that discharge to area bodies of water. 
Calcagno says the plant averages about 12 overflows in a 
given year: "During an average rainfall year, we treat 86.6 
percent of the wet-weather flow received in the combined 
sewer system with full secondary treatment including disinfec- 
tion, during the recreation season. And 99.2 percent of the flow 
is treated to at least primary treatment standards." 


Ben Riles, 
chief oper оаа 


Ben Riles, Moberly (Missouri) 
\Wastewater Treatment Plant 


POSITION: © 


Chief operator 


EXPERIENCE: 
17 years 


DUTIES: 
Operate 3.5 mgd sequencing batch reactor plant, 
supervise four operators 


CERTIFICATION: 
Class 4 Wastewater 


AWARDS: 
2018 William D. Hatfield Award and 2014 Operator 
of the Year (small facilities), Missouri Water 


e rat Hes s a zum 


asset to our рез 3L A Environment Association 


GOALS: 
Groom a successor, complete process control, 
SCADA and lift station updates 
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Riles gladly lends a hand with basic plant maintenance tasks. He's shown 
replacing an aquaray 40 HO lamp in the UV disinfection system (SUEZ Water 
Technologies & Solutions). 


*We still have some ofthe old brick arches in place and working," Calcagno says. 

The plant provides preliminary and primary treatment, followed by two 
dual-cell SBRs (Aqua-Aerobic Systems). Decanted effluent from the SBRs is 
disinfected in a UV system with aquaray 40 HO bulbs from SUEZ Water 
Technologies & Solutions. The treated water is discharged to a tributary to 
Coon Creek, which flows into Mark Twain Lake, an 18,600-acre body of water 
in nearby Mark Twain State Park. 

Solids are aerobically digested in basins equipped with Tornado subsur- 
face aerators (Fluence), thickened in storage basins and applied as Class B 
biosolids at about 2 to 3 percent solids on a farm field owned by the city. 
Supernatant drains by gravity and is returned to the plant for treatment. 

Plant controls consist of Allen-Bradley PLCs (Rockwell Automation) and 
an older SCADA system, which Riles says is in need of upgrading. The plant 
received the Missouri Water Environment Association Small Wastewater 
System of the Year award in 2002 and 2003 and won the association's biosol- 
ids management award for small facilities in 2012. 


UP THE CHAIN 

Riles grew up in Moberly and went to work in construction after high 
school. In 1999 he started working for the city, and in 2001 he joined the 
wastewater utility as a maintenance worker. He worked up through the ranks, 
obtained his required licenses and was named chief operator in 2007. 

While he was surprised to receive the Hatfield award, Calcagno wasn't. 
She's quick to give Riles credit for his doggedness and hands-on approach: 
*He's boots on the ground." 

Riles says there's no typical day for him. *Normally, I'm up at 5 a.m., at 
the plant by 7 a.m. and off at 3:30 p.m. But then there are the 2 a.m. phone 
calls and going out and working in the rain and the weather. A lot of people 
don't see behind the scenes. It's just nice that someone recognizes that we 
get out and work hard at our job.” 

When he does have time at home, Riles keeps busy. “I spend some time 
with my wife, and then it's off to the shop,” he says. Riles owns a 100-acre 
farm, likes to hunt and fish and has a passion for making things. He made 
the smoker he uses to smoke ribs, pork, beef roast and 
other delicacies. And he enjoys building decks. 

“I worked for a framing contractor before working 
for the city,” he says. “After regular work hours, we 
would earn extra income by building decks on the houses 
we just constructed. I've always enjoyed building just 
about anything." 


That desire to make and fix things carries over into 
his management style. “We rotate our staff through four 
activities," Riles says. “АП our operators are familiar 
with all phases of our system. That means anybody can 
jump in and help. If somebody's missing, we can fill in." 

The Moberly team includes wastewater operators Doug 
Farrow, Donald Gregory, Delmer Hulett and Ike Case. 
Combined, they have more than 40 years of experience in 
treatment plant operations and maintenance. They rotate 
through operating the laboratory, gathering and running 
samples, inspecting lift stations daily, taking care of util- 
ities in the field, changing oil, maintaining pumps and 
other equipment and tag-teaming other activities. 

One operator is on call each week, carrying a standby 
phone. Riles uses a whiteboard at the plant to identify 
the weekly assignments and post announcements and 
other key information. “We've all been together for many 
years," Riles says, “so we know what's up.” 


HOW EFFICIENT |S YOUR 
AERATION REALLY? 


трт 


Riles is recognized by his peers and superiors for his 
detail orientation and problem-solving skills. He 
received a 2018 William D. Hatfield Award. 


s Delta Slow 


Depending on the size of the 
job, we'll pitch in alongside 
the contractor to cut cost.” 


BEN RILES | ; LET’S TALK 


CRITICAL CONFIDENCE 

Critical to the operation's success is Riles’ sup- 
port for his staff and his confidence in them, accord- 
ing to Farrow, who has worked with Riles for 17 years. 
He credits Riles for giving the staff the freedom to 


Tom McCurdy, ENV Sales Team Leader 


7 Wm tmecurdy@aerzenusa.com 


complete projects on their own, without being over- 


Real efficiency means operating the load profiles in wastewater 
treatment plants with precision. Aeration consumes up to 80% of the AERZEN 


seen: "He empowers us and motivates us to broaden total energy requirements. The greatest savings potential can therefore 
our horizons? ere EXPECT PERFORMANCE 
i ` . With our Performance? product portfolio, consisting of Blower, Hybrid, 
He cites a recent day when a grit removal system and Turbo, we always find the most efficient and tallor-made solution 
in a lift station broke down: “Ben said, ‘Listen you for you. Benefit from up to 30% energy savings! LET'S TALK! We'll be 
: š 2 Э happy to advise you! 
guys are experienced enough; go out and do what you 
do,’ If we're not sure, then he takes the time to show Et, Keen 
us. He's a good communicator. There isn't anything 
he can't do. Гуе been through the fires with him." 
When equipment fails and an outside contractor 
is needed, Riles often involves Moberly's staff to save 
money. He contacts vendors to determine what parts are needed to complete the repair, then assesses the staff's 
capability and what a contractor would charge: *Depending on the size of the job, we'll pitch in alongside the iq fil 
contractor to cut cost." video ргоше 


Recently, a sludge transfer pump failed. “Due to the size of the equipment, it was not an in-house job,” Riles Tol eatmmore ТЕ 
says. However, by getting most of the disassembly done before the contractor arrived and then helping to rein- ИЗ: Moberly (Missouri) 
stall the pump, Riles and his staff were able to cut a day's time and expense off the replacement. Wastewater Treatment 

That's a good example of Riles’ management style. “You learn by doing,” he says. Sort of like his cooking. tpo Plant, watch a video profile at 

tpomag.com 
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HEARTS 


AND MINDS 


Hayrides, Walking Tours and More 


THE ILLINOIS VILLAGE OF CAROL STREAM DRAWS UP TO 300 VISITORS EACH YEAR 
TO AN OPEN HOUSE WITH TREATMENT PLANT TOURS AND ACTIVITIES FOR ALL AGES 


By Sandra Buettner 


Stream, Illinois, has been a popular attraction for the past 20 years. 

Last October, some 300 community members attended to enjoy 

various festivities and learn about wastewater treatment operations. The 

event draws people of all ages, some who come every year and always some 

new faces. Plant staff, Mayor Frank Saverino and village trustees were on 
hand to greet visitors throughout the four-hour event. 

“A lot of people take their water for granted,” says Phil Modaff, Public 
Works director. “When they come 
to the open house and see the 
wastewater treatment process and 
what is involved, they gain a new 
appreciation for how critical sani- 
tary sewer service is. They see first- 
hand how serious we take this work 
and that we are spending sewer 
revenues in an effective and effi- 
cient manner. They see how we are 
all in this together to protect our 
environment." 


\ n annual fall open house at the Water Reclamation Center in Carol 


HITTING THE HAY 

Carol Stream, population 
40,000, contracts with Jacobs Engi- 
neering Group for operation and 
management of the Water Recla- 
mation Center. The facility has a 
design dry-weather flow of 6.5 mgd 
and treats an average of about 5.5 
mgd. In 2018, the facility was 
named Plant of the Year by the Fox 
Valley Operators Association. It 
also received the George W. Burke 
Jr. Facility Safety Award from the 


“If people want a more detailed, close-up look, a guided walking tour is 
also offered. The walking tour includes a visit to the lab, where visitors get 
to see the biology of the plant firsthand and see the testing that's done to 
ensure compliance with regulations." 


EQUIPMENT AND EXHIBITS 


The Touch-A-Truck event 1s popular with the children. Each year the 
Public Works staff exhibits a variety of trucks and equipment so the attend- 


Residents enjoyed walking through a 1-acre decommissioned parcel that has been converted to a native 
planting/pollinator meadow. It includes a walking path, educational signage and benches. 


Water Environment Federation 
and the Treatment Facility Operations Award from the Central States Water 
Environment Association. 

The open house, on the first Saturday in October, is a source of fun and 
education. Activities vary from year to year, but the hayride tour for chil- 
dren and families is always popular. “People line up for 10 to 15 minutes for 
the hayride," Modaff says. *It includes a guided tour around the outside of 
the plant where they can see all of the major infrastructure." 
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ees can learn about all the vehicles and their purpose in providing Public 
Works services. Vehicles displayed have included snowplows, dump trucks, 
large tractors and a flusher vacuum truck. 

Weather permitting, and if a pilot is available, a mosquito abatement 
contractor has also flown in with a helicopter that visitors can climb around 
and explore. The pilot also passes out literature about procedures to help 
control the local mosquito population. 


dos 


Peristaltic Metering 


Q 


qdospumps.com 
info@wmftg.com 


The event offers other exhibits in the administration building and out- 
doors. Partner agencies include an animal rescue organization that saves 
injured wildlife, such as owls and turtles captured in people’s yards. The 
library shares books on the environment. 

Other exhibitors have included a composting company, a watershed 
improvement group, a conservation foundation and the local electric utility. 
Sam Barghi, management analyst, coordinates the displays and brings in 
fresh attractions. This year the Illinois Section American Water Works 
Association provided a mobile display on the advantages of drinking tap 
water over bottled water. 

Giveaways to attendees include pumpkins, taffy apples and chocolates 
made by a retired police sergeant from the village. There’s also a free draw- 
ing for a rain barrel donated by a conservation agency that promotes collec- 
tion of rainwater runoff from the house for reuse. 


FAMILY AFFAIR 

The event also includes tours of a native vegetation meadow that the vil- 
lage and Jacobs worked together to create on an abandoned acre of land at 
the treatment plant. It serves as a pollination site for bees, butterflies and 
hummingbirds. Walking trails and benches allow nature lovers to sit and 
observe the beauty around them. 

Through grants from various donors, the site has become an outdoor 
education museum of sorts, with signage and placards about the plants, 
wildlife and environmental benefits of the meadow. Walking trails made of 
mulch from trees removed from public properties are open to the public 
year-round. 

While families make up a large share of open house attendees, a special 
member of the treatment plant family attended the event recently. A woman 
visitor mentioned that her late husband had been one of the first plant oper- 
ators dating back to 1959. She later brought back his license, and the plant 
staff framed it and hung it in the facility in his honor. tpo 
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top performer 
wastewater: PLANT 


f you had to pick one word to 
describe the South Valley Water 


Reclamation Facility, that word 
would be “excellence.” 
This 50 med (design) facility 
THE TEAM AT THE SOUTH VALLEY WATER RECLAMATION FACILITY NEVER ia dU id onde 


STOPS LOOKING FOR WAYS TO ENHANCE EFFICIENCY AND PERFORMANCE western slope of Utah’s Wasatch 


Range, 14 miles south of Salt Lake 
STORY: Steve Frank | PHOTOGRAPHY: Sallie Shatz City International Airport, and serves 
325,000 people from its contribut- 
ing agencies: three special service 
districts and two cities. 

Walking through the facility, you 
can feel the team members' drive to 
excel. The evidence ranges from 
Water Environment Association of 
Utah plaques on the lobby wall to 
squeaky-clean, odor-free grounds. 

Residential neighborhoods and 
commercial buildings come right up 
to the fence line, yet no odors intrude 
as you walk around the property. No 
stray trash litters the walkways and 
roads. The grass is neatly cut, and 
everything appears orderly. 


NO ODOR SOURCES 

“This is a strictly aerobic plant,” 
says Randy Wyness, director of facil- 
ity operations and head of the 19-per- 
son Operations Department. *We 
don't have primary clarifiers or anaer- 
obic digesters, so we don't have the 
odors associated with those pro- 
cesses." Biofilters at the headworks 
building provide 10,000 cfm of air 


(qq Our focus is on protecting public health and the environment. But we're 


always asking ourselves: What can we do to make things better?" change to control odors. Six 900 hp 
RANDY WYNESS Turblex blowers provide air for aer- 


ation and odor control. 
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Operator John Moreno monitors 
the security system. 


A plaque discreetly displayed on 
the lobby wall recognizes the plant 
as the state's 2017 Outstanding Water 
Reclamation Facility. Another plaque 
shows that South Valley won Water 
Environment Association of Utah's 
Excellence Award for 2016. T'he facil- 
ity is 33 years old and is about to 
undergo major phosphorus and grit 
removal upgrades. It's one of four 
major wastewater treatment facili- 
ties serving the Salt Lake City area. 

*We've been looking at the com- 
ing phosphorous regs and our readi- 
ness to meet them well into the 
future,” Wyness says. New phospho- 
rus limits will take effect in 2020. 


“A 


Filters are weighed to measure 
suspended solids in final effluent 
(METTLER TOLEDO). 


ARGETING PHOS] US 
Wastewater enters the headworks and passes through three, 6 mm step 
screens (HUBER Technology) and two aerated grit chambers on the way to 
the headworks wet well. After screening, six 250 hp influent pumps move the 
water to splitter boxes that direct it to five 6 million-gallon bioreactors. Each 
250 hp pump moves about 12,500 gpm. 

Four of the bioreactor tanks are the plant’s original oxidation ditch struc- 
tures; they were converted to modified Ludzack-Ettinger/anoxic-oxic biore- 
actors in 2006. 


те 
PA n 4 
© 


South Valley Water Reclamation 
Facility, West Jordan, Utah 


www.svwater.com 


BUILT: 
1985 


AREA SERVED: 

West Jordan city, South 

Valley Sewer District, Sandy 
Suburban Improvement District, 
Midvalley Improvement District, 
Midvale City 


POPULATION SERVED: 
325,000 


FLOWS: 
50 mgd design, 20 mgd average 


TREATMENT PROCESS: 
Activated sludge with biological 
nutrient removal 


TREATMENT LEVEL: 
Secondary 


BIOSOLIDS: 
Thermally dried, landfilled 


RECEIVING WATER: 
Jordan River 


ANNUAL BUDGET: 
$6.5 million (operations) 


The fifth bioreactor tank, which can be further subdivided into two 
smaller tanks for finer control, runs as an anaerobic-anoxic-oxic (A20) 
phosphorus removal process. It has anaerobic zones up front and is designed 
for phosphorus removal and denitrification. Flows from this bioreactor 
go to two dedicated, 1.5 million-gallon, 150-foot-diameter final clarifiers 
(WesTech Engineering). 

Flows from the other four bioreactors go to four additional 1.5 million- 
gallon, 150-foot final clarifiers (also WesTech Engineering). These bioreac- 
tor tanks will be retrofitted to an A2O process for phosphorus removal in the 
near future. 
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Sherry Sheffield, lab director, 
takes pride in her four-person lab 
staff's ability to produce data in a 
timely manner. 


Waste activated sludge goes to 
dissolved air flotation thickening 
and then to belt filter presses that 
produce material at 15 percent 

DONNEES E solids. About 60 percent of that mate- 
T Е. ШИ J " Ë e rial is thermally dried (Komline- 
e LUI it | Sanderson) to become Class А 
| ek, biosolids. The rest remains unclas- 
sified. Both the dried materials go 

by truck to a landfill. 

Meanwhile, the clarifier discharge 
goes through a 72-inch line to a UV 
disinfection system (WEDECO - a 
Xylem Brand), then flows over a 
cascade aeration structure before 
discharge to the Jordan River. 

Plant effluent passes through 
10-micron filters (Aqua-Aerobic Sys- 
tems) before disinfection with sodium 
hypochlorite for use as seal water 
and for grounds irrigation, equip- 
ment cleaning and other purposes. 


The staff of the South Valley Water Reclamation Facility includes, from left, Randy Wyness, facility operations director; Dillon Darger, Operator 1; Kevin Hewitt, 
operations crew chief; Weston Gardner, Operator 4; Jon Moreno, Operator 2; Alex Perry, IT analyst 2; Angelo Trujillo, electrician; Lee Rawlings, facility general 
manager; Jason Schuring, maintenance mechanic 2; Sherry Sheffield, laboratory director; Julie Olsen, finance accounting assistant; Belinda Patterson, human 
resources supervisor; Erin Greenwell, inventory controller; Aimee Matthies, laboratory analyst; Jonathan Baranowski, operator 2; Lori Gord, pretreatment 
administrative assistant; Steve Woods, operator 4; Dave Schultz, IT specialist; Curt Lalli, IT network specialist; John Hunter, IT director; Roger Wiker, operations 
supervisor; Delaun Fullmer, pretreatment inspector; Spencer Parkinson, pretreatment director; Gary Dunn, finance director; Randall Wolf, operations crew chief; 
Chuck McStotts, safety and security; Rob Iverson, maintenance mechanic 3; Rodger Clement, maintenance mechanic; and Bart Childers, maintenance mechanic 3. 
(continued) 
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Randy Wyness, facilities operations director 


We catch grief from some of 
the other plants because they 
say we overdo it on data collection, 


but we're never caught short." 
SHERRY SHEFFIELD 


IMPROVEMENTS IN STORE 
Enhanced grit са 15 on the horizon for South 
Valley. Wyness notes that better grit removal will reduce 
costs and boost efficiency because grit is hard on pumps, 
takes up valuable space in treatment tanks and costs 
money to remove. *Grit accumulation has negative effects 
on oxygen transfer and causes greater power consumption," Wyness says. 


Lori Gord, pretreatment administrative assistant 


South Valley Water Reclamation Facility 


South Valley is also replacing some 50,000 ceramic diffusers in its bio- PERMIT AND PERFORMANCE = — 
reactors with EPDM diffusers (Aquarius Technologies). EPDM is a rubbery, INFLUENT EFFLUENT PERMIT 
elastic material with small slits that seal shut when the blower air is turned BOD 254 mg/L 6.6 mg/L 15.0 mg/L 
off. Wyness says the EPDM diffusers are as effective as ceramic diffusers TSS 214 mg/L 4.9 mg/L 25.0 mg/L 


without the fouling tendencies. EPDM tends to lose its elasticity over time, 


but that hasn't been a problem based on current testing. *It's like having Ammonia 35 mg/L 0.1 mg/L 4.0 mg/L 
backflow prevention” in the aeration chamber, Wyness says. Phosphorus 5.7 mg/L 2.0 mg/L N/A 
(continued) 
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Since 1960, Vaughan has delivered solid 
solutions for solids and solutions. 


Our innovative, dependable pumps and mixers provide 
guaranteed performance in the toughest applications. 

Learn more about our unmatched reliability. Contact us 
today to see why our versatile pumps and systems are 
perfect for your next project. 
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Conditioning Pump ине Chopper 


INDUSTRY WATCHDOGS 


One of the least understood functions in wastewater treatment 
is the pretreatment program, a federal mandate for public treat- 
ment facilities to regulate nondomestic discharges. 

Spencer Parkinson, who has been with the South Valley Water 
Reclamation Facility in Utah for 20 years, is director of pretreat- 


Spencer Parkinson, pretreatment director 


OVERACHIEVERS 

It's not just equipment that makes South Valley excellent. Team mem- 
bers are always willing to go the extra mile. Recently, the engineering firm 
designing the grit and phosphorus removal upgrades needed mounds of data 
to help with modeling for the new facilities. 

Sherry Sheffield, lab director, notes with pride that the four-person lab 
staff was able to supply 90 percent of the data the engineers needed the day 
they asked for it. “We catch grief from some of the other plants because they 
say we overdo it on data collection," she says, *but we're 
never caught short." 

Spencer Parkinson, pretreatment director, says his 
group monitors more than 500 businesses. Thirteen of 
these are significant industrial users and are tightly reg- 
ulated. Education is Parkinson's weapon of choice. ^We 
do a lot of education,” he says. “Гуе seen our numbers 
go down as a result." 

One example is a local culinary arts teacher who requires her students 
to tour the water reclamation facility before they start classes with her. The 
school went from having clogged drains several times a month to maybe once 
a year because of what the students learned. 

'The pretreatment staff also handles most of the plant's public education. 
The minimum age for plant tours is sixth grade. One operator is assigned 
per 10 students. For large groups and children younger than sixth grade, 
plant staffers go to schools. 


MAKING IT ALL WORK 

With all the demands of around-the-clock operations facing them, how 
do the 50 South Valley team members remain ready to meet them? “We make 
our expectations known," Wyness says. And expectations are high. All team 
members except administrative staff are required to be certified operators. 
'That includes maintenance, pretreatment and the lab. 
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ment. He and five staff members regulate 13 significant industrial 
users. He also chairs the U.S. EPA Region 8 Pretreatment Associa- 
tion conference. 

“We analyze the majority of our pretreatment samples in- 
house,” Parkinson says. “We don’t do metals or pesticides, but our 
lab does everything else. We run a user charge program on top of 
that. It entails charging users for BOD, TSS and fats, oils and 
grease.” The program is about 50 percent funded by user charges. 

The facility also accepts hauled wastes from the area. "We're 
right off the freeway," Parkinson says. "We're a convenient stop 
for the haulers. They just pull in, dump their load and work their 
way up and down along the Wasatch Front." 

The pretreatment group spends a lot of time educating custom- 
ers: "We help the businesses we regulate by showing them how to 
avoid costs by changing certain processes." Randy Wyness, 
director of facility operations, says South Valley has the most 
extensive pretreatment program in Utah. 


The six directors all work together. “Always, in the backs of our minds, 
we want to be the best plant in the state at any given time,” Sheffield says. 
The directors meet weekly to share information, solve problems and keep 
things running smoothly. 

A positive outlook by the board of directors toward staff education and 
training helps enable excellence. Since he has been at South Valley, Parkin- 
son has earned an associate degree in environmental science and a bachelor’s 
degree in business administration and is working on an MBA. Sheffield had 
a bachelor’s in zoology when she joined the team as an entry-level lab tech- 
nician and has since earned a master’s in environmental science. 

South Valley has very little staff turnover. “For my first 10 years here, I 
was the new guy,” Wyness says. After 24 years, he believes the staff is the 
plant’s greatest asset: “Our focus is on protecting public health and the 
environment. But we’re always asking ourselves: What can we do to make 
things better?” tpo 


"$ $ help the businesses we regulate by showing them 


how to avoid costs by changing certain processes." 
SPENCER PARKINSON 
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METTLER TOLEDO 
800-638-8537 
www.mt.com 


Turblex 
800-299-1035 
www.turblex.com 


WEDECO - a Xylem Brand 
855-995-4261 
www.xylem.com/treatment 


Aquarius Technologies, LLC 
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HUBER Technology, Inc. 
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Did you know we offer 5 ranges of 
low pressure blower technology? 


With a complete range, we fit the absolute best 
technology for you - no favoritism involved. 


Discover more by visiting 
atlascopco.com/air-usa or call us at 866-546-3588. 


SUSTAINABLE 
OPERATIONS 


Trial and Error 


Sonoma Water tested a 10-kW floating solar array on 
a recycled water pond to test the feasibility of a larger 
floating array at the site. 


SONOMA WATER HAS TRIED A VARIETY OF RENEWABLE AND CARBON-FREE 
ENERGY SOURCES. SOLAR ENERGY AND HYDROPOWER HAVE PROVEN SUCCESSFUL. 


By Steve Lund 


sources, the utility learned what does and doesn't work in the wine 
country north of San Francisco. 

The Sonoma County Water Agency treats wastewater for more than 75,000 
people with eight sanitation zones and districts, including seven small plants, 
and is a water wholesaler to water retailers serving more than 600,000 peo- 
ple. It achieved its goal of using entirely carbon-free energy sources in 2014. 

Dale Roberts, principal engineer, says the agency has numerous renew- 
able energy projects and another one in development, but not all have been 
successful. A geothermal project, for example, was explored but never devel- 
oped. A chicken manure digesting plant that could produce biogas never got 
off the drawing board. A small wind turbine is still working, but not well 
enough to justify putting up more of them. 


\ s Sonoma Water developed renewable and other carbon-free energy 


POOLING RESOURCES 

The two things that have undeniably worked are solar projects and the 
pooling of hydroelectric resources with other utilities. In 2004, Sonoma Water 
and utilities such as the Santa Clara Valley Water District and irrigation dis- 
tricts in California's Central Valley created the Power and Water Resources 
Pooling Authority. 
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“We pooled all of our power resources together because we all have an 
allocation of Sierra Nevada hydropower, as many water districts do,” Rob- 
erts says. “It allows us to buy and sell that power among ourselves. 

“The irrigation districts mainly have a power load in the summer, when 
they are delivering water to irrigators, whereas we and other municipal water 
districts have power demands year-round. This gives the irrigation districts 
a secure buyer in the winter, and it gives the rest of us an inexpensive and 
carbon-free power source the rest of the year.” 

Power from large hydroprojects is not considered renewable, but it is car- 
bon-free. Sonoma Water gets renewable power from a variety of solar proj- 
ects and a small hydroplant and through a community choice aggregation 
entity known as Sonoma Clean Power, which offers the option to buy a renew- 
able power portfolio. 


VARIED SOURCES 
Sonoma Water also generates power from a 1.4-MW hydroplant at Lake 
Sonoma. It has 2 MW of solar power in operation and another 1 MW under 
development. One solar array is at Geyserville, where Sonoma Water has a 
92,000-gpd (average) wastewater treatment plant. 
Geyserville also has a wind turbine. “We put up a very small 5-kW wind 
(continued) 


Saving energy is all about choices. 

It's time to choose NAMWON TURBO ONE's 
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(qq In California, there's so much solar that the middle of the day, which used to be the 
most expensive time, is now the cheap time. The evening, when all the solar power 


is going offline, is becoming the expensive time." 
DALE ROBERTS 


turbine as part of a California Energy Commission study to evaluate local 
renewable resources," Roberts says. “It doesn't produce very much, maybe 1 
percent of the treatment plant's power. The turbine was in a valley that gets 
an upstream wind in the afternoon, but we needed the wind to get to 9 mph, 
and we only got 7 or 8.” 

Solar power did work well at Geyserville. A 40-kW array on the embank- 
ment of the plant's lagoon provides almost all the power the plant needs. The 
agency has three other solar plants, which it owns. *That seemed to be the 
cheapest life cycle cost,” Roberts says. “We had the capital in our power fund, 
so we purchased them.” 


PANELS ON A POND 

A new project, a 1-MW floating solar array on a recycled water pond in 
Oceanview near Santa Rosa, is in development. If it is built, Sonoma Water 
will buy the power under a power purchase agreement. The developer, Cra- 
tus Energy, plans to lease the surface of the pond, which stores the effluent 
of a 900,000-gpd wastewater treatment plant. Treated water is stored in the 
pond until it is used to irrigate vineyards and hayfields. 

Floating solar power is more complicated to develop than land-based sys- 
tem, Roberts says. For the Oceanview project, a 10-kW pilot system operated 
from September 2016 until March 2017, which turned out to be the wettest 
winter on record in Sonoma County. The pilot survived, so the project is still 
a contender for the agency’s renewable power portfolio. 


NO-GO DIGESTER 

Cost issues have derailed some energy projects. Sonoma Water serves the 
city of Petaluma, once known as the world’s egg basket because of its poul- 
try industry. A developer proposed a chicken manure digester that could 
produce biogas — an appealing idea since using local resources is a hallmark 
of sustainability. 

“The developer was going to aggregate manure from the chicken farms 
and haul it to a central location,” Roberts says. “They couldn’t get it off the 
ground to make it cost-effective. With solar and natural gas prices dropping, 
they couldn’t compete, so they walked away from it.” 

Sonoma Water continues to look for ways to produce cost-effective car- 
bon-free power. 

Electric rates are becoming more variable depending on the time of day, 
and the low-cost times aren’t necessarily what people would expect. “In Cal- 
ifornia, there’s so much solar that the middle of the day, which used to be 
the most expensive time, is now the cheap time. The evening, when all the 
solar power is going offline, is becoming the expensive time. 

“We don’t want to get hit hard by that, so we’ve been looking at energy 
storage and load shifting. Instead of just pumping steadily throughout the 
day, we could just pump a ton in the middle of the day when power is cheap 
and stop pumping in the evening when prices go back up. We've experi- 
mented with that. We're ready for it." бра 
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The AquaStorm" filtration system utilizes OptiFiber PF-14? pile cloth media in a disk configuration 
with three zones of solids removal to effectively filter wet weather flows without the use of chemicals. 
The system is designed to handle a wide range of flows and influent solids conditions in a fraction of 
space compared to other treatment methods. 


AquaStorm is ideal for CSO, SSO and stormwater applications due to its proven removal 
efficiencies and high quality effluent. 
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* Automatic procedure for cleaning and draining unit for offline storage 
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TECHNOLOGY 
DEEP DIVE 


1. The SENTRY device is deployed inside a sleeve attached to a PVC pipe with 
U-bolts and suspended in the wastewater stream. 


2. The sensors can be installed in primary clarifiers, nutrient bioreactors, 
the effluent stream, and elsewhere in the process. 


Eye on BOD 


SENTRY TECHNOLOGY USES BIOELECTRODE SENSORS TO GIVE CLEAN-WATER PLANT OPERATORS 
REAL-TIME INSIGHTS TO VARIABLE CONDITIONS IN BIOLOGICAL TREATMENT PROCESSES 


By Ted J. Rulseh 


slowly and regularly, other times changing suddenly. 

Inflow and infiltration, a sudden high-strength discharge from an 
industrial facility, a toxic load from an unauthorized chemical release — 
these and other events can have significant impacts on biological processes, 
effluent quality and permit compliance. 

Classically, plant operators have monitored influent and effluent BOD by 
way of grab samples analyzed in a laboratory. Now Island Water Technologies 
has introduced the SENTRY sensor platform, giving operators real-time infor- 
mation about wastewater quality and biological activity 1n their processes. 

'The system uses bioelectrode sensors to continuously monitor the meta- 
bolic activity of process biology so operators can detect changes quickly and 
make adjustments as needed. Patrick Kiely, Ph.D., is the founder and CEO 
of Island Water Technologies; Richard MacEwen manages the water and 
sewer utility in Charlottetown, Prince Edward Island, and is an early adopter 
of the SENTRY technology. The two talked about the SENTRY offering in 
an interview with Treatment Plant Operator. 


B OD in wastewater influent varies with time, sometimes changing 


Сро: What problem were you looking to address with this technology? 

Kiely: Wastewater streams into biological treatment plants are always 
changing. There are fluctuations during the day and through the week. 
Many designers tend to assume that a biological reactor will perform at a 
steady state, but that's not the case. And biology often doesn't respond well 
to changes. Fluctuating wastewater streams can have serious impacts on the 
cost of energy for treatment and can lead to fines for being out of permit 
compliance. We looked at the marketplace and found no product that gave 
operators real-time insights into biological activity in their processes. 
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(qq We can put the sensors anywhere in the 
wastewater process so the operator gets 
a visual interpretation of the biological activity 


anywhere in the system." 
PATRICK KIELY 


Сро: How do operators watch their processes in the absence of this 
technology? 

Kiely: They analyze grab samples to measure wastewater quality param- 
eters such as BOD or COD once a day or sometimes once a week. Then they 
have to deal retroactively with imbalance events when they manifest them- 
selves in the effluent. Our technology provides a new level of granularity for 
understanding when things are happening or when things are going wrong, 
to the minute. 


Сро: What is the basic nature of the SENTRY technology? 

Kiely: Our bioelectrode sensor has two conductive surfaces. We make 
the surfaces active and set the surface for respiration. Biology from the waste- 
water stream grows on those surfaces. The microorganisms then consume 
the wastewater organics that are close to the sensor surfaces and, instead of 
respiring to oxygen or CO,, they donate electrons to the electrode surface. 
We measure the flow of electrons coming from that biosurface. The result- 
ing value is then displayed on an online dashboard. 
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A graph shows a weekly repeating trend in bacterial activity with 
the SENTRY probe, correlating to BOD in the wastewater stream. 


Microbial Activi 


tpo: How often are these measurements taken? 

Kiely: A new data point comes up on the screen every minute. So in effect, 
for an operator, it’s almost like a real-time respirometer for that biofilm. We 
can put the sensors anywhere in the wastewater process so the operator gets a 
visual interpretation of the biological activity anywhere in the system. It's a 
real-time tool for understanding when the system is doing well or not doing well. 


tpo: How is the data actually presented? 

Kiely: We provide three levels of information. The first is instantaneous 
events. The bioreactor is stable, and then something happens. Now the oper- 
ator can see in real time how the biology has responded. It's quantifiable. 
The second level is aggregated data. We can take data from days, weeks, 
months or years, aggregate it, and provide nice insights on times of day or 
days of the week when biological activity is highest or lowest. The third level 
makes use of the linear relationship between biological activity and bioavail- 
able carbon (BOD, COD or TOC). So instead of displaying the information 
on a graph as microbial activity, we can use that correlation and display it 
as the metric the operator is most interested in. 


tpo: What is involved in installing this technology? 

Kiely: The device looks like a pH probe. We put a sleeve over it, attach it 
to a PVC pipe with U-bolts and suspend it in the wastewater stream. We can 
install sensors throughout the process, from primary clarifiers to nutrient 
bioreactors to the effluent stream. The sensors are typically installed in two to 
three hours. On the online dashboard, we can set alerts so if the reading goes 
above or below a certain threshold, the operator receives a notification. 


Сро: How is the purchase of this technology structured? 

Kiely: We provide the equipment at no initial cost to the client. We pro- 
vide training over the first 30 to 60 days to make sure they understand the 
information and that the information is relevant to their process. After that, 
we provide a subscription-based service. To access the data, they log on to 
their own secure website. 


Сро: What role has Charlottetown played in developing this technology? 

MacEwen: We're interested in technology development and helping 
entrepreneurs make progress, especially if it can also help us. We're a small 
utility in a small province and willing to help to make thing better for any- 
one on Prince Edward Island. Right now we're helping with trials at our 
wastewater treatment plant, which has a design flow of 6.8 mgd and an aver- 
age flow of 4.7 mgd. We have four sensors installed: two on the influent and 
two on the effluent. 


Сро: How have you benefited from the technology so far? 

MacEwen: It can give us a real-time measurement of BOD. Typically 
it's five days from when you take a BOD sample to when you know what the 
BOD is. You can use COD as an approximation, but even that takes a few 
hours and yov're only getting one data point from the sample. The SEN TRY 
technology gives us a continuous monitoring indication of what the BOD is 
coming into the plant and going out. 
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tpo: What observations have you made based on the information? 

MacEwen: It can show us how our BOD drops on a rainy day when we 
see I&I. Or, if someone dumps something into our system that they shouldn't, 
we can detect that with the sensors. For example, a dairy processing facility 
had an accidental discharge, and we could see that BOD load come through. 
It helps us understand what is happening. You can see a bump in the BOD 
load, and that helps explain why you may be having trouble downstream. 


tpo: Where else is this technology deployed? 

Kiely: We had two years of working with commercial partners before 
we launched it. We’ve installed systems in Thousand Oaks, California; 
Ontario; Atlantic Canada; and China, Germany and Hungary. There are all 
sorts of applications with municipal and industrial treatment facilities. tpo 
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top performer. 
wastewater: 


from left, Bryan Runge, Matt Voeltz and Gary Ketcham. At the 


J 
— Equipment operators on the Sioux Falls biosolids team include, 
— m — 
TÈ right is Philip Greenwood, residue coordinator. 
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Municipal Farmers 


SIOUX FALLS BIOSOLIDS LAND APPLICATION PROGRAM STRIVES FOR PRECISION 
IN APPLYING NUTRIENTS AT AGRONOMIC RATES FOR THE CROPS TO BE PLANTED 


STORY: Ted J. Rulseh | PHOTOGRAPHY: Jay Pickthorn 
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nyone who thinks biosolids application 
is just a matter of driving a tank truck 
across a field needs to visit Sioux Falls, 
South Dakota. 

Philip Greenwood and his team take the same 
sophisticated approach when applying the city's 
Siouxpergro liquid biosolids as progressive farm- 
ers take in using manure or commercial fertilizer 
on their land. 

The team uses a software-based technology to 
apply the material at 6 percent solids 
at precise agronomic rates, tailored to 
the soil nutrient content and the needs 
of the crop. “In reality, we're municipal 
farmers,” says Greenwood, residue coor- 
dinator with the city of Sioux Falls 
Water Reclamation Division. 

Each year the Sioux Falls Water 
Reclamation Facility produces about 
2,800 metric dry tons of biosolids, most of it injected 
into the soil on corn and soybean fields or surface- 
applied on hay ground. The program dates back 
to 1995 and has operated essentially the same way 
since, except for periodic upgrades to stay current 
with application technology. 


SATISFIED CUSTOMERS 

Sioux Falls dewatered and landfilled its bio- 
solids before turning to beneficial use in 1995. The 
program started out strong and has persisted, says 
Greenwood, in his ninth year with the Water Recla- 
mation Division and five years into his current role. 

“The person the city hired to start up the land 
application process had a farm background,” Green- 
wood says. *He knew a lot of farmers and basically 
started knocking on doors asking if they were inter- 


Sioux Falls (South Dakota) 


Water Reclamation Facility: 
Biosolids Program © 


www.siouxfalls.org 
FOUNDED: 
1995 


POPULATION SERVED: 
183,000 


FACILITY FLOWS: 


21 mgd design, 17.4 mgd 


average 


BIOSOLIDS PROCESS: 
Anaerobic digestion 


BIOSOLIDS VOLUME: 
2,846 dry metric tons 


BIOSOLIDS USE: 
Land application 


ested in the product. He did a good job of sales and 
got a lot of farmers signed up. I inherited 95 per- 
cent of the current customers from him. Occasion- 
ally a neighbor sees what’s going on, calls and asks 
to be signed up. All our customers are happy 95 
percent of the time.” 

The water reclamation facility (21 mgd design, 
17.4 mgd average) has a tertiary process that starts 
with a three-channel rotary drum screen (HUBER 
Technology) and an aerated grit chamber. After 


four primary clarifiers, the flow passes through 
first- and second-stage trickling filters, each set 
followed by intermediate clarifiers. 

A pump station delivers the flow to the activated 
sludge process consisting of six trains, each three 
basins long. Air is delivered by two of four Roots 
blowers (Howden) by way of coarse-bubble diffus- 
ers. That is followed by four standard concrete sec- 
ondary clarifiers, anthracite fixed-bed media filters 
and chlorine contact before discharge down a cas- 
cade aerator to the Big Sioux River. “We only have 
to chlorinate during whole-body contact season, which 
is May through September,” Greenwood says. 


(qq The guys are out there working hard for long hours, 
getting the product onto the fields and doing it in 


as effective and safe a manner as anyone can expect." 
PHILIP GREENWOOD 


Gary Ketcham works on a slurry wagon used for biosolids 
application in the fields. 


tpomag.com May2019 33 


Primary and secondary sludges pass through a gravity thickener before 
being pumped to four anaerobic digesters, fed alternately for four-hour inter- 
vals. Digested material is pumped to a pair of 8.5 million-gallon lagoons. An 
electric-over-hydraulic dredge (Mud Cat, Division of Ellicott Dredge Tech- 
nologies) then feeds the trucks with material for delivery to the farms. 

The digesters’ floating covers are being replaced with fixed covers and 
new mixers. The biogas feeds a cogeneration system with three engine-gen- 
erators (two Caterpillar Inc., Electric Power Division, and one Jenbacher/ 
GE Energy Management). That system produces about 40 percent of the 
facility’s electricity. 


Jared Keenan, environmental technician, tests water samples. 


A Mud Cat dredge with an 8-foot-wide mouth can pull 
up to 1,200 gpm from the bottom of biosolids lagoon 
without harming the clay liner. 


(qq All material that goes out to our 
lagoons is sampled once weekly 
for ammonia, TKN and percent solids 
and once monthly for heavy metals. 
Fecals are done the first seven 


days of the month." 
PHILIP GREENWOOD 


*Once it's out in the lagoons, it's tested before we go 


INSIDE JOB 

Unlike many communities, Sioux Falls operates its biosolids program 
mostly without contractor support. Field team members are Bryan Runge, 
lead equipment operator, and Gary Ketcham, Matt Voeltz and Zack Lundy 
(part time), equipment operators. 

In the early years, a balloon-tire TerraGator machine (AGCO) injected 
the material into the soil. Today, the team hauls the biosolids with three 
semitractors pulling 6,500-gallon tank trailers. They apply the material with 
a Balzer slurry wagon developed for cattle and hog facilities and modified 
by the manufacturer for biosolids. It is pulled by a Challenger MT955C 
tractor (AGCO). 

To support true agronomic-rate application, the team uses the Balzer 
Rite-Rate system, which enables accuracy to within 10 gallons per acre. The 
Balzer Magnum injection system is a heavy-duty implement designed for 
incorporating manures. On corn and soybean ground, biosolids are typi- 
cally injected 6 to 8 inches deep. “We have the ability to go down to about 
12 inches if somebody want us to go that deep, but that gets a little hard on 
the equipment,” Greenwood says. Hayfields receive surface applications dur- 
ing summer. 


PUT TO THE TEST 

Accurate agronomic application requires thorough testing of the biosol- 
ids and the soils in compliance with South Dakota and federal regulations. 
“All material that goes out to our lagoons is sampled once weekly for ammo- 
nia, TKN and percent solids and once monthly for heavy metals,” Green- 
wood says. “Fecals are done the first seven days of the month. 
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to the fields. We grab fecals the first seven days of the 
month that we apply. On the first day of a week that we apply, we grab a 
weekly sample for ammonia and TKN. On the first day of every month that 
we apply, we run ammonia, TKN and heavy metals." 

For soil testing, the team contracts with a local provider. *We do the soil 
sampling as soon as the field is harvested and the farmer has contacted us,” 
Greenwood says. “For any field 40 acres or under, we take 20 samples and 
composite them together, both for the upper 6 inches and at 6.1 to 24 inches. 
Every additional 40-acre piece also requires 20 samples." Biosolids are then 
applied uniformly across the fields at a rate determined by testing and the 
crop requirement. 

South Dakota has a statewide general biosolids permit. “As the biggest 
entity in the state, we have a recurring permit and we've got a few more 
restrictions than many of the small towns that land-apply just once every 
few years," Greenwood says. *We have to pre-submit all our fields just 
one time." 

For each site, Greenwoods sends the state Department of Environment 
and Natural Resources an aerial photo denoting roads, houses and wells 
(which require a 300-foot setback), waterways and soil types. "Being so close 
to the Big Sioux River, there's a source water protection district in place,” 
Greenwood says. “We’re not allowed to apply anywhere within that district. 
If it's relatively close, we'll indicate on the aerial photo where it is.” 

New fields also require a newspaper notice of a 30-day public comment 
period. Based on the information supplied, the DENR approves or rejects 
the field. Once approved, a site can receive biosolids without any further 
notice to the state. The DENR does receive an end-of-year report on all sites 
where Siouxpergro was applied. (continued) 
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„ARGE CUSTOMERS 

The Siouxpergro program has about 4,000 acres per- 
mitted, owned by only about a dozen farmers. "Most of 
our customers farm 2,500 to 5,000,” Greenwood says. “It 
helps that our customers have large operations." 

'The spring land application season typically starts 
in late March and runs until about June 1. *Spring is 
really weather-dependent,” Greenwood says. “That's the 
wet season, so it's three or four days here, three or four 
days there. Very rarely will we get a dry spell where we 
can apply for two weeks in a row." 

'The fall season starts around the end of August with 
application on hayfields. There's sporadic application in 
September as farmers harvest early soybeans and clear 
silage fields. Then work continues until about 
mid-November. 

Public objections to the program have been almost 
nonexistent because most sites are well-removed from 
residential development. “Our area is heavily agricul- 
tural,” Greenwood says. “Typically it's one house on a 
mile stretch of road. We have some legacy fields that 
development has popped up around. We try not to sign 
up new fields next to subdivisions.” 

The distance to the field ranges from 2 to about 20 
miles; the average is 13 miles. Hauling costs are signifi- 
cant, and so is the challenge of keeping the truck fleet 
up and running. The trucks travel many roads with 
weight restrictions. As a result, they generally haul 6,000 
gallons rather than the full 6,500-gallon capacity. 


` DATNIQ 
GP AI Na 


Another challenge has been keeping up with the city's 


ING Lab testing by team members like Trevor Carlson, chemist, are essential to the Sioux biosolids 
program and to the wastewater treatment process. 


growth. Sioux Falls is a regional banking center and is 

home to two of the region's largest hospital systems. A 

large and expanding meat processing plant is bringing new jobs and new 
residents to town. 

*At the program's inception, everything was handled nicely with the staff 
size we have now,” Greenwood says. “As the town grew, we went from eight- 
hour days to 10-hour days. Now, during the season we're working 12-hour 
days, six days a week. Periodically, we recruit help from our other teams at 
the water reclamation facility and run 24-hour operations. We did the math, 
and it was cheaper to pay our team a lot of overtime than to bring in a 
contractor." 

'The team has handled the challenges with dedication and professional- 
ism, Greenwood observes: “The quality of work never suffers. The guys know 
where they can and can't apply. If something doesn't look right, they call me 
and we go talk with the farmer and see what's going on. 

“The guys are out there working hard for long hours, getting the prod- 
uct onto the fields and doing it in as effective and safe a manner as anyone 
can expect. Гуе been in charge for five years and we've had almost no inci- 
dents outside our gate of biosolids spills or anything going where it shouldn't 
go. The guys do a heck of a job." tpo 
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motor cooling 
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THE RELIASOURCE® ASVP LIFT STATION 
INCLUDING NEW SF SERIES PUMPS OFFERS 
THE COMPLETE SEWAGE-HANDLING PACKAGE. 


The ReliaSource® Above-Ground Submersible Valve Package (ASVP) is the 
perfect solution for your wastewater-handling needs. Each station offers 
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IN MY WORDS 


More Than Technology 


THE WATER RESEARCH FOUNDATION UNDERTAKES A WIDE RANGE OF PROJECTS, FROM DESIGN 
AND ENGINEERING TO SOCIAL SCIENCE, WITH DIRECT RELEVANCE TO PLANT OPERATORS 


By Ted J. Rulseh 


hen we think of research in the water industry, we tend to picture 
\ \ ; microbiology, chemistry process changes, instrumentation and 
controls. 

That's part of research, of course, but there's a great deal more. The Water 
Research Foundation, a leading nonprofit cooperative, exists to advance the 
science of water with the aim of protecting public health and the environ- 
ment. Its scope includes science and technology but also extends to the human 
side — how to encourage training and certification, operator recruitment 
and retention, safe work behaviors and more. 

WRF, governed by utilities, offers scientifically sound research and knowl- 
edge covering the broad spectrum of water management: drinking water, 
wastewater, stormwater and water reuse. WRF has funded and managed more 
than 2,300 research studies valued at some $700 million and at present has 
more than 300 projects in the pipeline. 

Many of the foundation's projects have direct relevance to the operator 
community. John Albert, chief research officer, talked about various opera- 
tor-focused projects in an interview with Treatment Plant Operator. 


Сро: In the big picture, what are the foundation's key research 
objectives? 

Albert: It's about connecting the dots. We can no longer manage one 
aspect of water without looking at all the others. We have to manage water 
holistically. For example, what happens at the drinking water plant defi- 
nitely has downstream effects at the wastewater plant. 
We aim to do research related to all waters. That's impor- 
tant if we are to help operators and managers responsi- 
ble for the different water types to manage the resources 
more effectively. 


vice provided, that eventually will reach 
the operator level. When we look at the 
utility of the future, operators are essen- 
tial. Regardless of the technology we bring 
on, we need operators to help support util- 
ity functions. They know more about the 
operations of a utility than anybody else. 


Сро: What comes to mind first as a 
research area that's important to 
operators? 

Albert: Maintaining an engaged and 
inspired workforce is a big struggle. One 
area of our research explores what incen- 
tives have been successful. We've studied 
utilities that have succeeded in recruiting and retaining operators. The other 
half of that story is working with operators directly and asking, “What incen- 
tives would work with you? What are you wanting?" As technology advances, 
operators will need new skill sets. If we can identify the types of operators 
who have those skills, then recruiting efforts can be focused there. 


a ы 
John Albert 


Сро: What would be an example of the kind of new skills operators 
will need? 


CC When we look at the utility of the future, operators are 
essential. Regardless of the technology we bring on, 


we need operators to help support utility functions.” 


Сро: Why has the foundation branched out into JOHN ALBERT 


social sciences and human behavior? 

Albert: Many water issues today are people issues. The next horizon 
in water management is really to get the community involved. Engineers and 
scientists can only go so far. We can engineer any system to take anything 
we want out of water. But when you get to issues like finance, social equity 
and customer satisfaction, we have to go into the social sciences. 


Сро: How do you see the results of foundation research applying to 
operators? 

Albert: When we consider how utilities operate, how they engage the 
community and what that community expects in terms of the level of ser- 
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Albert: The science behind analytical sensors has come a long way in 
the last 30 years. More and more utilities are implementing technology for 
water-quality measurement or meter reading. Operators will need the skills 
to deal with that. One area where we could do more research is how and where 
operators can get that type of training. 


Сро: What about research related to the technology side of sensors 

and metering? 
Albert: A big issue is security and communications for intelligent water 
systems — what we might call smart sewers and smart water networks. The 
(continued) 


SUEZ's offering for Water Technologies & Solutions has the most comprehensive set of 
chemical, equipment and digitally enabled services and products to help our customers 
manage and optimize their water resources and overcome pressing challenges. 
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electric utility industry has done a great job of standardizing protocols within 
the technologies that come into their sector. In the water sector, we haven’t 
done that. So, how do we handle security when each sensor and each device has 
a different security protocol? Another issue is looking at communication pro- 
tocols for all sensors and meters. Today there are no communication protocols 
or standards that apply across the board. That means operators might have 
several interfaces to work with — different screens displaying inputs and 
outputs from the sensors because they can’t be combined into one data display. 


Сро: Potable reuse of wastewater is a major issue today. Do your 
research priorities touch that area? 

Albert: We have several initiatives under way. One focus is on what 
operator training for reuse should look like. There are no specific standards 
covering certification for reuse. We're working with the California Ameri- 
can Water Works Association section, supplying them with research we’ve 
done in that realm. They’re developing a guideline for reuse that we hope 
will evolve into a standard and certification. 


tpo: Do any specific areas of water reuse hold special interest? 

Albert: There is a huge interest in on-site reuse, which is reuse of rain- 
water and wastewater at the individual building scale. We have supported a 
national blue-ribbon commission dealing with on-site reuse for large build- 
ings and how to frame the operator’s role. There are different scenarios. Some 
focus on the building manager. Others assume the building manager would 
contract out that work. In that case, what certifications would the contractor 
need? Still others envision ties to the local utility: Could the utility support 
on-site reuse as a new area of business? 


Сро: What would be an example of research looking at water more 
holistically? 

Albert: We're looking at ways to coordinate urban water management 
with urban planning and design. Historically, city planners and water man- 
agers have not talked to one another. Two of our projects explored the poten- 
tial synergies and benefits of those two sides sitting down and planning 
together. We're also exploring the barriers that inhibit the two groups from 
coordinating their efforts. Once we identify the barriers, what are some incen- 
tives that could encourage the two groups to work together? 


ЄП0: Are there any other research projects of special interest to 
operators? 

Albert: Our Workforce Health and Safety: Prevention Through Design 
project works with operators from the bottom up, rather than from the top 
down, to create a safety and ergonomic framework that operators can live by. 
Utilities have found that every dollar invested in prevention yields double 
or triple that amount in savings on workers’ compensation. It was important 
to them to focus on that and develop something that will work, and that's 
why we're involving the operators. 


tpa: In the long term, how do you see your research priorities expand- 
ing and changing? 

Albert: Some of the work we do is for rather immediate and short-term 
needs. However, we also try to plan to meet the needs of the more distant 
future, looking beyond 10 to 20 years and focusing on the 50-year horizon 
— especially as it relates to areas like integrated water management, finan- 
cial management and stormwater management. Much of our work on the 
social science side looks at both the short term and long term. As communi- 
ties change, we have various generations coming on board. In relation to 
operators, a key question is: Where are the incentives for these new genera- 
tions to come into the water workforce? tpo 
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“The boilers burned 9 million cubic feet of 
biogas in the first 22 months, saving the 


plant about $40,000 over natural gas fuel” 


-Jeff Pippenger, Utilities Administrator. 


Eau Claire, Wisconsin Wastewater Treatment Plant 


“We added two 5,000 MMBtu/hr 
biogas boilers from Hurst to help 
heat the sludge before it enters the 
digesters,” says Pippenger. 

“So we're using the gas produced in 
the digesters to heat the digesters.” 
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100 Boilermaker Lane * Coolidge, GA 31738-0530 
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— — email: info@hurstboiler.com 


PLANTSCAPES 


By Jeff Smith 


city of Davis is much more than a painting. It is a 14,000-square-foot 
multimedia kinetic installation. 

“Its intended to set the tank into its natural surroundings and evoke the 
wild fields and agricultural colors of the landscape surrounding the tank,” 
says Sofia Lacin, creator of the artwork. “Part of the goal is to reward 
patience and give the viewer a sense of discovery.” 

Three metal sculptures containing letters are mounted outward along 
the top and cast shadows on the side of the 4 million-gallon prestressed con- 
crete tank. The 100-foot-long, plasma-cut Corten steel sculptures are 
abstract forms with letters nestled within. They cast a dappled sunlight 
effect on the wall. 


Ts abstract mural on the East Area Water Tank in the California 


NATIONAL COMPETITION 

Following the sun’s travel, the shadows move and reveal their letters on 
the side of the tank. During and around the summer solstice, they align 
perfectly with white letters painted on the side to complete the Latin phrase, 
“sol omnibus lucet” (“the sun shines upon us all”). 

The design was selected from 12 respondents to a national call for art- 
ists. It took Lacin and Hennessy Christophel, co-owners of LC Studio Tutto, 
about a year to complete the project. “Half of that time was spent doing R & 
D, collaborating and planning,” Lacin says. “It took us about six months to 
paint the mural and oversee the sculpture fabrication and installation, 
which we call Same Sun.” 

Nearly 250 gallons of Glidden Professional paint were used in six revo- 
lutions around the 135-foot-diameter tank. Initial coats, presenting a golden- 
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PHOTOGRAPHY BY LC STUDIO TUTTO 


The finished mural showing 
the alignment of the letter "L" 
cast on the tank wall by the 
sculpture on the top. 


(qq Even though its color palette doesn't pop 
at you, | think it's beautiful and people have 

come to really appreciate its beauty. It's fun to 

watch the sun interplay with the letters on the 


side of the tank." 
RACHEL HARTSOUGH 


hued appearance, were applied with rollers and sprayers. They used more 
traditional artist's studio tools, such as brushes, to build depth and add 
emphasis in the final revolutions. A paint-filled sandblaster created washes 
of color among the greens, reds, yellows and oranges of the abstract. 


FORM AND FUNCTION 

Constructed in 2011 to help with water pressure on the south and east 
sides of the city, the East Area Water Tank budget included an aesthetic 
component from the contractor, rather than the typical 1 percent of a capi- 
tal project's cost allocated for public art in Davis. 

Using scaffolding and a mobile lift on the 35-foot-tall tank, the artists 
used gridded prints to map the tank and ensure they applied the correct 
color in the right spot. Straight lines were determined by *snapping a line? 
on the tank's circumference. 

“Since there are no right angles, it's very difficult to map out precise 
points," Lacin says. ^We had a surveyor help plot the exact north-south 


A crowd of citizens who attended the formal unveiling ceremony of Same 
Sun view the shadow and alignment of the letter "B" as cast on the tank wall 
from the metal sculpture mounted on the top. 


The artists standing on the scissors lift that gave them mobility. 


poles. We took a model to a local enterprise and confirmed the placement of 
the sculptures with a Heliodon, sort of like AutoCAD.” 

The artists collaborated with Terrence Martin, owner of a Sacramento 
company called Jagged Edge Metal Art on the sculpture fabrication and 
installation. Martin put the sculptures though rigorous tests and consulted 
with a structural engineer to ensure a safe installation. 


WELL EMBRACED 

'The mural project was not universally embraced in the community at 
first, says Rachel Hartsough, arts and culture manager for the city. Some 
objected to spending money for art instead of painting the tank a solid 
color. Once they realized the art was included in the cost, it became clear 
that the mural was the better option. Since then, the tank has become a city 
landmark; it won a Project of the Year award from the American Public 
Works Association. 

*Even though its color palette doesn't pop at you, I think it's beautiful 
and people have come to really appreciate its beauty," Hartsough says. *It's 
fun to watch the sun interplay with the letters on the side of the tank." 

An 8-foot-high decorative metal fence separates the tank site from a 
tree-shaded park-and-ride lot that includes sidewalks, a covered waiting 
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pavilion, lighting and landscaping. 
“It’s located next to Interstate 80, 
so thousands of people see it every 
day," Hartsough says. 

Lacin says it was a challenging 
project, but the best days were when 
people stopped and shouted encour- 
agement. Some said they changed 
their commute so they could observe 
the process. “That's what it was all about,” Lacin says. “Surprising people 
and inspiring curiosity.” tpo 
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Double Duty 


TWO WATER TREATMENT PLANTS HELP CROSSVILLE'S OPERATOR TEAM MAINTAIN 
A CONSISTENT SUPPLY IN THE FACE OF SEASONAL CHALLENGES AND WEATHER EVENTS 


STORY: David Steinkraus | PHOTOGRAPHY: Martin Cherry 


ver the years, the east Tennessee city of Cross- 
ville has faced challenges in keeping the water 
flowing to customers. With each challenge 
came a solution. 

Today the city enjoys three surface water sources and 
operates two water treatment plants, providing signifi- 
cant flexibility in serving a population of about 42,000. 
City officials are looking at alternatives that will help 
secure a reliable supply for many years to come. 

In recognition of strong performance, the Crossville 
team picked up the 2017 Award of Excellence in Water 
Plant Operations in the medium-sized plant category 
from the Kentucky/Tennessee Section American Water 
Works Association. 


CITIZEN WITH A VISION 

А gift from a farsighted citizen provided Crossville 
with a source of good-quality raw water. In the 1930s, 
the city received about 2,200 acres crossed by the Meadow 


wm МА, x F | "e wg Creek. A dam then created the 275-acre Meadow Park 
' у NS S š | ! 
H: { N AW S SS 1 1 Lake, and legal protections restrict development on the 
1 Ë | 1 { ty 


s А Ма AC 3 Crossville (Tennessee) 
МЕ HDH | | EL. E. X Drinking Water Plant e 


www.crossvilletn.gov 


BUILT: SOURCE WATER: 
2002 Meadow Park Lake, 
POPULATION SERVED: Lake Holiday, Lake Tansi 
42,000 SYSTEM STORAGE: 
SERVICE AREA: 5 million gallons 
195 square miles DISTRIBUTION: 

The Crossville plant treatment team includes, from left, | EMPLOYEES: 620 miles of distribution lines 

Gary Barnes, Joe Kerley and Brian Lowe, operators; and 11 ANNUAL BUDGET: 

Jerry Kerley, director of the Water Resources Department. FLOWS: $1.6 million (operations) 

= == г 3.5 mgd design, 2.5 тоа KEY CHALLENGE: 

average Manganese in surface water 
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rest of the land so that water run- 
ning into the lake remains clean. 

The land around the lake is used 
for recreation: There are walking 
paths, a boat dock and a small RV 
park. *The only way anyone could 
develop the property for other uses 
would be to go through the state Leg- 
islature,” says Jerry Kerley, director 
of the city’s Water Resources Depart- 
ment. In 1968, the city built a water 
plant on 225-acre Lake Holiday. A 
third water source is 405-acre Lake 
Tansi, about 6 miles southwest. 

“A few years back we had a pretty 
severe drought here, and we got down 
to about 45 days of storage in Meadow 
Park Lake,” Kerley says. After that, 
city officials, knowing Tansi could 
be a water source, approached the 
lake property owners association to 
ask about drawing from it. Now a 
pipe runs from there to Meadow Park 
Lake, and the city can draw Tansi 
water from October to April if Meadow 
Park Lake is low. Valves are set up 
so Tansi water can be fed to Meadow 
Park Lake to raise its level, fed directly 
to the water plant or both. 

Simultaneous pumping to 
Meadow Park Lake and into the plant 
has a cost advantage because then 
only the Lake Tansi pump station is 
running. The electric supply to 
Meadow Park is billed based on peak 
demand. *When our big pumps start, 
that's the electric bill we pay for the 
month,” Kerley says. “If we start up 
a pump station, it costs us about 


$3,500 for that month. If we work it CE ñ Jerry Kerley at a finishing 
so we're harvesting water from Tansi — 3 х pond. Both Crossville water 
and using it at the same time, it saves plants use conventional 


us that money.” Í treatment processes with 
gravity filter systems. 


FALL CHALLENGE 

A continuing challenge is man- 
ganese, naturally present in the soil 
and rock around Crossville and in 
the lakes. “In the fall, the lakes turn 
over,” Kerley says. “If there's a severe 


If we start up a pump Station, it costs us about 


Weather change and пр bere onthe $3,500 for that month. If we work it so we're 
mountains we have that every fall, 

we'll have 50- or 60-degree F days harvesting water from Tansi and using it at the same 
and all of a sudden 20-degree F days. А : А 

The water on top of the lake gets time, It saves us that money. 

colder and sinks very quickly. Warmer JERRY KERLEY 


water is pushed up and pulls the 
minerals off the bottom." To coun- 
ter the manganese, the Crossville 
team feeds sodium permanganate. 


Unlike many small cities, Crossville has those two drinking water plants. in both plants. When no one is on duty at Holiday, operators at Meadow Park 
That means more management, but also certain benefits. Meadow Park oper- can still see the levels in tanks in that part of the system. The south side of 
ates around the clock. Holiday runs seven days a week on a day shift only. the system, fed by Meadow Park, is about 60 feet higher than the north side. 
The SCADA system allows Kerley or operators to keep an eye on everything Although they can't completely control the plants remotely, operators can 


tpomag.com May 2019 45 


46 


FIGHTING WINTER MYTHS 


Repeat misinformation often enough and it takes on a life 
of its own. That's what the water utility in Crossville, Tennes- 
see, is fighting. 

"Some of our highest usage days are in January when it's 
cold," says Jerry Kerley, director of the city's Water Resources 
Department. "The radio stations keep telling people to keep 
their water running so their pipes don't freeze." 

At one time that would have been good advice, but home 
construction has improved since those times. Insulation is 
better, and pipes are better placed. "There are still a few 
places where, if we have a really cold winter, it might freeze 
the meter or they didn't put the waterline in deep enough," 
Kerley says. Any pipe buried deeper than 18 inches is typically 
safe, although builders can create risk if they lay a pipe too 
shallow as it approaches a house. 

Although Crossville lies in a southern location, the city is 
high, at 2,000 feet above sea level. "We'll normally have at 
least some zero temperatures here every winter," Kerley says. 
"|f we get four or five days when it goes down to zero, there 
will be people whose pipes are not able to withstand it. I’ve 
lived here my whole life. When we were kids, we had much 
more severe winters than we've been having here lately." 
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ABOVE: The laboratory checks bacteria levels in water 
samples from around the city's service area. LEFT: Gary 
Barnes prepares to drain a basin to clean the filters, 
while Jerry Kerley looks on. 


turn on any of the high-service pumps. *I can actually 
log in from anywhere and turn those pumps on or the 
pumps here at Meadow Park,” says Kerley, certified as 
Grade 4 for operations and Grade 2 for distribution. 

'The Meadow Park team includes Kerley's son Joe, 
Grade 4 operations, Grade 2 distribution, also certified 
for laboratory; Grade 3 operators Brian Lowe, Gary 
Barnes, Jan Nix, Pat Horst, Dusty Norrod, Travis Hall, 
Mike Brown and Mike Hillis (also Grade 2 distribution); 
and Matt Jones, trainee. 


ANTS INTI ONNECTEL 

The city’s two plants are tied together in a limited 

way. Holiday can be turned off for a few days, and a sin- 

gle valve then diverts the Meadow Park output into the pipes fed by Holiday. 

Because of the elevation difference, supplying the whole system from Holi- 
day is more complicated and requires more valve changes. 

“The dual system costs us more money in the long run to operate,” Ker- 
ley says. “But if we go through periods when something happens, then we 
can operate off one plant for four or five days. If we just had one system, we’d 
be out of luck.” 

One example of what can happen was in 2012 when the dam at Meadow 
Park Lake was repaired and at the same time the pipe from Lake Tansi was 
laid for additional water supply. Meadow Park Lake was drawn down about 
15 feet, and the lake is only about 30 feet deep. That limited how much the 
Meadow Park plant could draw, but Holiday picked up the load. Each plant 
can meet the 3.5 mgd demand and sustain it for about a week. 


: ATING THE FLOW 

Both plants use gravity filter systems. Polymer is fed to create floc, and 
water flows through sand/anthracite filters. Raw water is dosed with sodium 
permanganate, and sodium hypochlorite generated on site in a MIOX unit 
is fed just before water enters the filters. 

At the Holiday plant, water flows by gravity into a 1-million-gallon tank 
below the filters and is pumped into the system as needed. Meadow Park has 
a 1-million-gallon tank above ground on its site, and water is pumped to that 
from the filters. This is in addition to the 5 million gallons of system storage. 

(continued) 
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The dual system costs us more money 
^d in the long run to operate. But if we go 
Bo Kerley, - A through periods when something happens, then 


director, Water 


o MM ` we can operate off one plant for four or five days.” 
Department JERRY KERLEY 


At some times in the year, the team feeds activated carbon to remove dis- 
infection byproducts. A side benefit is removal of the earthy taste the water 
can acquire during hot summers. Carbon is fed in the sedimentation basins 
as the floc has begun settling. 


WEATHER IMPACTS 

Another challenge to the plant involved adding resiliency for natural 
events, such as storms. “We had a tornado here several years ago,” Kerley 
says. “The land around our plant was woods until the tornado came through 
and cleared every bit of it. Power lines to our old plant were down for about 
48 hours.” That was another time the Holiday plant took up the slack. 

After that, Meadow Park water plant was equipped with 400 kW emer- 
gency generators (Caterpillar Inc., Electric Power Division). The Holiday 
water plant is on a main power line that can be easily repaired, but it has 
never lost power. “In an ice storm about three years ago, we had 2 inches of 
ice,” Kerley says. “It tore down a bunch of power lines. We had to run our 
generators for three days to keep Meadow Park plant going.” 

“The biggest problem we had was getting diesel fuel to the generators. 
You don't think about that ahead of time. You have generators that will run 
for 24 hours, but then you have to put fuel in them. We had to go out to the 
main highway and break ice off service lines so a fuel tanker could pass 
underneath." 


NEW VISION 

For the near future, various plant improvement projects are in the works. 
One almost complete is a new chemical building. Old tanks for polymer and 
caustic soda in 2002 in the north end of the Meadow Park main building will 
be removed, and the space will be converted to parts storage. 

Another plan calls for installing a pipe and pump station to add Meadow 
Park plant sludge to the city wastewater system. At present, the material is 
dried outside and spread on land near the plant. 

As for water supply, the Crossville system did a study to look at future 
needs. One option was to draw water from the Tennessee River about 20 miles 
east, but that would require significant cost for lifting and pumping. Instead, 
the city has settled on raising the Meadow Park Lake dam by 20 feet, expand- 
ing the lake to 500 acres, enough to meet projected demand for the next 75 
to 100 years. 

With all the attention on restoring rivers to their natural flows, raising 
the dam is no slam-dunk. *We've been working it for probably 10 years, and 
we're still getting the permits for it,” Kerley says. “It’s a huge undertaking.” 
Or maybe just another challenge for which there will be a solution. tpo 


featured 
Gary Barnes takes a sample from products from: 
the flocculation basin. Caterpillar Inc., 


Electric Power Division 
800-736-8228 
www.cat.com/rentalpower 


i rofil 
video profile MIOX Corporation 


To learn more about the Crossville 800-646-9426 
(Tennessee) Drinking Water Plant, watch EE 
a video profile at tpomag.com 


48 TREATMENT PLANT OPERATOR 


centri 
"enp ^ 


KQ 


EN 


Resource Intensification 
The Centrisys/CNP Portfolio Supports Global Sustainability 


Ө ТНК Series | sludge thickener 
High-performance for waste activated sludge (WAS) and primary sludge 


Ө Passavant? hydrograv? adapt System | inlet process 
Increase clarification capacity with consistent and continuous adjustments 


Ө PONDUS" | Thermo-Chemical Hydrolysis Process (TCHP) 
Ө LIPP America Tank Systems | digester + storage tanks 


Mobile Dewatering and Thickening Systems 


Skid Mounted and Containerized Systems 


Rental Centrifuges 


" : : Pilot and Lab Testing 
O CSSeries | dewatering centrifuge 


The most efficient pre- and post-digestion dewatering centrifuge Design-Build Experience 


Service | Repair | Optimization* 


Ө CalPrex” | pre-digestion P-recovery 


š EE Service Agreements" 
9 AirPrex? | sludge optimization and P-recovery : 


Rotating Assembly/Scroll Exchange Program 
Ө Compact-Dry | low-temperature belt dryer E j Кас 


Meets Class А requirements Parts* 


*For all brands 


Do more with less at your plant. 


Discover moreat Centrisys.com in Discover more at CNP-Tec.com 


CNP - a division of Centrisys Corporation 


wastewater: 


HOW WE DO IT 


Out With Ragging 


A PUMP-CONTROL TECHNOLOGY HELPS A MICHIGAN CITY ELIMINATE 
MANUAL CLEANING OF PUMPS AND SAVE AN ESTIMATED $3,600 PER MONTH 


By Graham Mclvor 


town. While unique in many ways, the city is similar to many other 
communities in being plagued by frequent pump ragging in its waste- 
water treatment facilities. 


Sm along Lake Huron in Michigan, Tawas City is a popular vacation 


Improper disposal of nonwoven and fibrous materials such as wet wipes 
and diapers is a multibillion-dollar problem in the wastewater industry: Lift 
stations regularly require manual lifting and cleaning of pumps. Even if the 
pumps do not regularly trip out, they are likely to operate in a partially ragged 
condition, hindering their efficiency. 

In Tawas City, crews had to visit up to three times a week to clear dry pit 
pumps. The problem was compounded because the pumps were located in 
confined spaces, which meant a team of three people had to be present each time 
to clean the pumps out while following OSHA safety procedures. This cost sig- 
nificant money and put staff at risk from exposure to raw sewage and sharps. 

The city addressed the problem by deploying Real Time Pump Protec- 
tion technology from DERAGGER to eliminate the ragging issue. 


We haven't had to clean either pump a single time since 


Alex Hitsman of Kerr Pump & Supply demonstrates the 
gesture-controlled DERAGGER PRO station controller. 


installing the DERAGGER+ devices. Dealing with ragging 


was wasting not one, but three people's time, and that time 


is now used better elsewhere." 
MIKE BOCKER 


MAKING PUMPS SMARTER 

In summer 2018, local representative Kerr Pump & Supply equipped one 
pump station with DERAGGER«- devices, a technology that combines an 
advanced power analyzer with a logic and mathematical processor. The tech- 
nology measures the motor's raw power signature and understands the torque 
profile of the pump. 

By way of a highly developed algorithm that searches for specific fluctu- 
ations in torque, the device can detect when rags catch the pump impeller. 
Once this condition is detected, the device pauses and briefly reverses the 
pump in order to dislodge the rags. It then passes the rags through the pump 
rather than dropping them back into the well or weaving them into a full 
obstruction. The device does not reverse the pump according to arbitrary 
timed reversals, and it does not simply wait for a high current setpoint to be 
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reached. Either of these approaches can allow time for 
rag balls to form. 

The technology can also detect issues such as advanced 
bearing or seal wear, alerting operators before the equip- 
ment fails. In this way, Real Time Pump Protection can 
greatly extend pump components” life and can enable teams to plan mainte- 
nance in advance. 

The city paired the technology with the DERAGGER PRO pump sta- 
tion controller, a simple-to-use, gesture-controlled touch screen made from 
highly durable glass and aluminum that provides real-time and historical 
data on the performance of the pumps and the DERAGGER+ devices. 


SUBSTANTIAL SAVINGS 
Since the technology was installed, the city has seen complete elimina- 
tion of ragging at the pump station. The pumps have not had to be lifted and 
cleaned even once. They pass the rags along to the wastewater treatment plant 
screens. With manual pump cleaning eliminated, staff members are no lon- 
ger exposed to confined-space hazards. 
Given that each pump cleaning costs the city at least $300, estimates are 
(continued) 


Affordable radar sensor for level 


measurement with water management in mind. 


Reliably track the level in water treatment facilities, lift stations, and get accurate 
flow measurements in open channels. 


VEGAPULS WL S 61 

* Measuring range up to 26 feet 

* Unaffected by weather, condensation, and even spider webs 
* Floodproof IP 68 housing 

* Bluetooth setup and operation with smartphone, tablet, or PC 


Further information: www.vega.com/wls61 


Call 1-800-FOR-LEVEL 


VEGA Americas, Inc. 
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that the Real Time Pump Protection 
on the one pump station has meant \ Se^ The Tawas City (Michigan) pump 
monthly savings of about $3,600. ` station where two DERAGGER+ 
This means full payback on the devices and a DERAGGER PRO 
investment has been achieved in just “| controller were installed. 
a few months. 
“We were coming to clean the 
pumps as often as three times a week,” 
says Mike Bocker, operator. “We 
haven't had to clean either pump a 
single time since installing the 
DERAGGER«- devices. Dealing with 
ragging was wasting not one, but 
three people's time, and that time is 
now used better elsewhere." 


Ch d M INCE 

An independent study by the 
Water Research Centre (www.deragger.com/wrcreport) recently found that 
many lift stations around the world are running partially ragged without the 
utility realizing it. Operating a pump in a partially ragged condition hin- 
ders efficiency, flow rate, runtime, speed and power consumption. 

In this WRc study, the DERAGGER«- device was tested on three lift sta- 
tions that the host utility classified as “nonblockers,” and yet efficiency gains 
of 7 percent, 15 percent and 20 percent were achieved. The device reduced 
overall runtime and energy consumption and increased asset life. 


ABOUT THE AUTHOR 
Graham Mclvor is technical director with DERAGGER. tpo 
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attachments and self-propelled transportable 
units: for your composting, 
dewatering or bioremediation projects. 
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Anue Water Technologies 
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tchandler@anuewater.com 
www.anuewater.com 
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APG-Neuros 
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Blainville, QC J7C 554 

Canada 
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soles@apg-neuros.com 
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Aqua-Aerobic Systems, Inc. 

6306 N Alpine Rd. 

Loves Park, IL 61111 

800-940-5008 e 815-654-2501 e Fax: 815-654-2508 
solutions@aqua-aerobic.com 

www.aquo-aerobic.com 
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Aqualitec Corp. 

3415 S Sepulveda Blvd., Ste. 1100 
Los Angeles, CA 90034 
855-650-2214 
info@aqualitec.com 
www.aqudlitec.com 


Aquarius Technologies, LLC 
420 Technology Way 

Saukville, WI 53080 
262-268-1500 
www.aquariustechnologies.com 


Asahi/America, Inc. 

655 Andover St. 

Lawrence, MA 01843 

800-343-3618 e 781-321-5409 e Fax: 800-787-6861 
asahi@asahi-america.com 

www.asahi-america.com 


Atlas Copco Compressors 
300 Technology Center Dr., Ste. 550 
Rock Hill, SC 29730 
866-546-3588 
info@atlascopcousa.com 
www.atlascopco.us 
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Badger Meter 

4545 W Brown Deer Rd. 
Milwaukee, WI 53224 
877-243-1010 
infocentral@badgermeter.com 
www.badgermeter.com 


BDP Industries, Inc. 

PO Box 118 

Greenwich, NY 12834 
518-695-6851 e Fax: 518-695-5417 
dan@bdpindustries.com 
www.bdpindustries.com 
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Bio-Nomic Services, Inc. 

530 Woodlawn St. 

Belmont, NC 28012 

800-782-6798 © 704-529-0000 Fax: 704-529-1648 
pf@bio-nomic.com 

www.bio-nomic.com 
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Boerger, LLC 

2860 Water Tower PI. 

Chanhassen, MN 55317 
612-435-7300 e Fax: 612-435-7301 
america@boerger.com 
www.boerger.com 


Brown Bear Corporation 
2248 Avenue of Industries 

Corning, ІА 50841 

641-322-4220 Fox: 641-322-3527 
salesbrownbearcorp.com 
www.brownbearcorp.com 
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Burkert Fluid Control Systems 

11425 Mt. Holly-Huntersville Rd. 

Huntersville, NC 28078 

800-325-1405 e 704-504-4440 e Fax: 949-223-3198 
marketing-usa@burkert.com 

www. burkertusa.com 


Byo-Gon, Inc. 

1190 Clements Ferry Rd., Ste. D 

Charleston, SC 29492 

888-296-4661 e 843-822-3415 e Fax: 843-606-6318 
info@byogon.com 

www.byogon.com 
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Cam Spray 

520 Brooks Rd. 

lowa Falls, IA 50126 

800-648-5011 e 641-648-5011 e Fax: 641-648-5013 
sales@camspray.com 

www.camspray.com 
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Capstone Turbine Corporation 

16640 Stagg St. 

Van Nuys, CA 91406 

800-422-7786 e 818-734-5300 e Fax: 818-734-5385 
marketing @capstoneturbine.com 
www.capstoneturbine.com 


CEI - Carbon Enterprises Inc. 
28205 Scippo Creek Rd. 

Circleville, OH 43113 

800-344-5770 e Fax: 888-204-9656 
info@ceicompanies.com 

www. ceifiltration.com 


Central Life Sciences 

1501 E Woodfield Rd., Ste. 200W 
Schaumburg, IL 60173 
800-367-0659 
conrel@central.com 
www.strikeproducts.com 
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Centrisys / CNP 

9586 58th PI. 

Kenosha, WI 53144 

262-654-6006 

marketing @centrisys.us 

www.centrisys.com 
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CHEMetrics, Inc. 

4295 Catlett Rd. 

Midland, VA 22728 

800-356-3072 e 540-788-9026 © Fax: 540-788-4856 
marketing @chemetrics.com 

www.chemettics.com 


ChemScan, Inc. 

2325 Parklawn Dr., Ste. | 

Waukesha, WI 53186 

800-665-7133 e 262-717-9500 e Fax: 262-717-9530 
info@chemscan.com 

www.chemscan.com 
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Chromalox 

103 батта Dr. 

Pittsburgh, РА 15238 

800-443-2640 © 412-967-3800 © Fax: 412-967-5148 
sales@chromalox.com 

www.chromalox.com 


Cla-Val 

1701 Placentia Ave. 

Costa Mesa, CA 92627 
800-942-6326 e 949-722-4800 
infoda-val.com 
www.cla-val.com 


Clean Water Technology, Inc. 
151 W 135th St. 

Los Angeles, CA 90061 
310-380-4648 
info@cleanwatertechnology.com 
www.cleanwatertechnology.com 


CleanTek Water Solutions 
7984 University Ave. 

Fridley, МА 55432 
866-929-7773 
info@cleantekwater.com 
www.cleantekwater.com 


ClearSpan Fabric Structures 
1395 John Fitch Blvd. 

South Windsor, CT 06074 
866-643-1010 

info@clearspan.com 
www.clearspan.com 
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ClearStream Environmental, Inc. 
9547 S 500 W 

Sandy, UT 84070 

801-676-1890 e Fax: 801-676-1893 
mark h@clearstreameng.com 
www.clearstreameng.com 


Cornell Pump Company 

16261 SE 130th Ave. 

Clackamas, OR 97015 
503-653-0330 e Fax: 503-653-0338 
muni@cornellpump.com 
www.cornellpump.com 


Crane Pumps & Systems 
420 Third St. 

Piqua, OH 45356 

937-778-8947 e Fax: 614-360-0524 
cranepumps@cranepumps.com 
Wwww.cranepumps.com 
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DRYCAKE 

208-2255 Cypress St. 

Vancouver, BC V6) 3M6 

Canada 

877-379-2253 e 604-535-2238 
sales@drycake.com 
www.drycake.com 


DSI Dynamatic 

7900 Durand Ave. Bldg. 3 

Sturtevant, WI 53177 

800-548-2169 © 262-554-7977 e Fax: 262-554-7041 
sales@dynamatic.com 

www.dynamatic.com 
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Duke's Root Control, Inc. 

1020 Hiawatha Blvd. W 

Syracuse, NY 13204 

800-447-6687 e 315-472-4781 e Fax: 315-475-4203 
lynn@dukes.com 

www.dukes.com 


Duryea Technologies 

1060 Old Bernville Rd., Ste. 300 
Reading, PA 19605 
484-277-7137 
info@duryeatech.com 
www.duryeatechnologies.com 


Hr 


Eagle Microsystems, Inc. 

366 Girde of Progress Dr. 

Pottstown, PA 19464 

800-780-8636 © 610-323-2250 e Fax: 610-323-0114 
info@eaglemicrosystems.com 
www.eaglemicrosystems.com 


ElectroSwitch Corporation 
180 King Ave. 

Weymouth, MA 02188 
781-335-5200 
info@electroswitch.com 
www.electroswitch.com 
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Emerson Automation Solutions, Power & Water 
200 Beta Dr. 

Pittsburgh, PA 15238 

800-445-9723 © 412-963-4804 
powerwater@emerson.com 

www.emerson.com/water 


Endress+Hauser EJ 


Endress+Hauser 

2350 Endress РІ. 

Greenwood, IN 46143 
888-363-7377 ® Fax: 317-535-8498 
info@us.endress.com 
www.us.endress.com 


ENMET 
680 Fairfield Ct. 

Ann Arbor, MI 48108 

800-521-2978 e 734-761-1270 e Fax: 734-761-1229 
info@enmet.com 

www.enmet.com 


Enterprise Specialty Products, Inc 


Enterprise Specialty Products 
400 Catherine St. 

Laurens, SC 29360 

864-984-7700 e Fax: 864-984-2241 
soles@enterprisesp.com 
www.enterprisesp.com 
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A WAMGROUP' Company 
Soon to be SAVECO North America, Inc, 


Environetics, Inc. 

1201 Commerce St. 

Lockport, IL 60441 

815-838-8331 © Fax: 815-838-8336 
info@environeticsinc.com 
www.environeticsinc.com 


Environmental Coatings LLC 
4702 E Virginia St. 

Mesa, AZ 85215 
480-984-7608 
into@sewershield.com 
www.sewershield.com 


Environmental Dynamics International 
5601 Paris Rd. 

Columbia, MO 65202 

573-474-9456 
edi.marketing@environmentaldynamics.com 
Wwww.wastewater.com 


Envirosight 

111 Canfield Ave., Ste. B3 

Randolph, NJ 07869 

866-936-8476 © 973-252-6700 e Fax: 973-252-1176 
mail@envirosight.com 

www.envirosight.com 


EnviroSuite 
— a 

Envirosuite 

533 Airport Rd., Ste. 330 

Burlingame, CA 94010 

424-335-133] 


inquiries@envirosuite.com 
Www.envirosuite.com 


Eurus Blower, Inc. 

PO Box 4588 

Wheaton, IL 60189 

630-221-8282 © Fax: 630-221-1002 
sales@eurusblower.com 
www.eurusblower.com 
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Evoqua Water Technologies LLC 
210 Sixth Ave., Ste. 3300 
Pittsburgh, PA 15222 
800-466-7873 © 724-772-0044 
www.evoqua.com 
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AIL FLUID COMPONENTS 
e INTERNATIONAL LLC 
FCI - Fluid Components International 

1755 La Costa Meadows Dr. 

San Marcos, CA 92078 

800-854-1993 © 760-744-6950 ® Fax: 760-736-6250 
eflow@fluidcomponents.com 

www.fluidcomponents.com 


FKC Co., Ltd. 

2708 W 18th St. 

Port Angeles, WA 98363 
360-452-9472 
mail@fkcscrewpress.com 
www.fkcscrewpress.com 


Flomatic Valves 

5 Pruyns Island Dr. 

Glens Falls, NY 12801 

800-833-2040 © 518-761-9797 e Fax: 518-761-9798 
flomatic@flomatic.com 

www.flomatic.com 


Flottweg Separation Technology, Inc. 
0700 Toebben Dr. 

Independence, KY 41051 

859-448-2331 © Fax: 859-448-2333 
soles@flottweg.net 

www.flottweg.com 


fluence’ 
Fluence Corporation 
7135 Madison Ave. W 

Golden Valley, MN 55427 
800-879-3677 e 763-746-9278 
info@fluencecorp.com 
www.fluencecorp.com 

Ad on page 17 
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Force Flow 

2430 Stanwell Dr. 

Concord, CA 94520 

925-686-6700 e Fax: 925-686-6713 

info@forceflow.com 

www.forceflowscales.com 
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FUJIFILM Wako Chemicals U.S.A. Corporation 
1600 Bellwood Rd. 

Richmond, VA 23237 

877-714-1920 e 804-714-1920 e Fax: 804-271-7791 
wkuslabchem@wakousa.com 

www.wakousa.com 


Gardner Denver Inc. 

1800 Gardner Expy. 

Quincy, IL 62305 

866-428-4890 e Fax: 217-221-8780 
www.gardnerdenver.com /gdproducts 
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GEA Group 
100 Fairway Ct. 


Northvale, № 07647 

800-722-6622 e 201-767-3900 e Fax: 201-767-3901 
info.wsus2gea.com 

www.gea.com 
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Gorman-Rupp Company 

600 S Airport Rd. 

Mansfield, OH 44903 
419-755-1011 e Fax: 419-755-1251 
grsales@gormanrupp.com 
www.GRpumps.com 

Ad on page 37 


Greyline Instruments 
11451 Belcher Rd. S 

largo, H 33773 
613-938-8956 
info@greyline.com 
www.greyline.com 

Ad on page 85 


Hach 

5600 Lindbergh Dr. 

Loveland, (0 80538 
800-227-4224 © 970-669-3050 
orders@hach.com 
www.hach.com 


Your Partner in Safety 
Halogen Valve Systems, Inc. 
1342 Bell Ave. 
Tustin, СА 92780 
877-476-4222 e 949-261-5030 e Fax: 949-261-5033 
info@halogenvalve.com 
www.halogenvalve.com 


Harwil Corporation 

541 Kinetic Dr. 

Oxnard, СА 93030 

800-562-2447 © 805-988-6800 © Fax: 805-988-6804 
orders@harwil.com 

www.harwil.com 


Hawk Measurement 

90 Glenn St., Ste. 100B 

Lawrence, MA 01843 

888-429-5538 © 978-304-3000 © Fax: 978-304-1462 
info@hawkmeasure.com 

www.hawkmeasure.com 


Hawkins Water Treatment Group 

2381 Rosegate 

Roseville, MN 55113 

800-328-5460 e 612-331-6910 e Fax: 612-331-5304 
laura.eilek@hawkinsinc.com 

www.hawkinsinc.com 


Hayward Flow Control 
One Hayward Industrial Dr. 
Clemmons, NC 27012 
888-429-4635 e 336-712-9900 
hfcsales@hayward.com 
www.haywardflowcontrol.com 


Headworks International, Inc. 
11000 Brittmoore Park Dr. 

Houston, TX 77041 

713-647-6667 • Fax: 713-647-0999 
hw@headworksintl.com 
www.headworksintl.com 
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Holland Pump Company 

7312 Westport РІ. 

West Palm Beach, FL 33413 

800-451-0769 © 561-697-3333 e Fax: 561-683-7247 
saleshollandpump.com 

www.hollandpump.com 


HRS HEAT EXCHANGERS 
840 Kennesaw Ave., NW B-1 
Marietta, GA 30060 
770-726-3540 
info@hrs-heatexchangers.com 
www.hrs-heatexchangers.com 


WASTE WATER Solutions 
HUBER Technology, Inc. 
9735 NorthCross Center Ct., Ste. A 
Huntersville, NC 28078 
704-949-1010 © Fax: 704-949-1020 
marketing@hhusa.net 
www.huberforum.net 
Ad on page 7 


Hurst Boiler 

100 Boilermaker Ln. 

Coolidge, GA 31738-0530 

877-994-8778 © 229-346-3545 e Fax: 229-346-3874 
info@hurstboiler.com 

www.hurstboiler.com 
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Hydromantis Environmental 
Software Solutions, Inc. 

407 King St. West 

Hamilton, ON L8P 185 

Canada 

905-522-0012 ® Fax: 905-522-0031 
info hydromantis.com 
www.hydromantis.com 
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INDUscO 


ENVIRONMENTAL 


Indusco Environmental Services, Inc. 
PO Box 8093 

Spanish Fort, AL 36577 

251-621-2338 © Fax: 251-621-2342 
sales@induscoenviro.com 
www.induscoenviro.com 


Industrial & Environmental Concepts, Inc. 
21390 Heywood Ave. 

Lakeville, MN 55044 

952-240-3321 

anderson@ieccovers.com 

WWw.ieccovers.com 
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International Dioxcide / ERCO Worldwide 
40 Whitecap Dr. 

North Kingstown, RI 02852 

401-295-8800 e Fax: 401-295-7108 
idiclo2.com 


IWAKI A 


AMERICA 
IWAKI America 

5 Boynton Rd. 

Holliston, MA 01746 
508-429-1440 
info@iwakiamerica.com 
www.iwakiamerica.com 
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JDV Equipment Corporation 
1 Princeton Ave. 

Dover, NJ 07801 

973-366-6556 e Fax: 973-366-3193 
sales@jdvequipment.com 

www. jdvequipment.com 

Ad on page 8 


JPCI Services 

4702 E Virginia St. 
Mesa, AZ 85215 
480-986-1212 
info@jpciservices.com 
www. jpciservices.com 
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Environmental 
Solutions 


Kationx Corp. 

407 N Shine Ave. 

Orlando, FL 32803 

4725 E Lakeland Commerce Pkwy., Unit 1 
Lakeland, FL 33805 

863-937-3040 e Fax: 863-937-7392 
info@kationx.com 

www.kationx.com 


KCH Engineered Systems 
144 Industrial Dr. 

Forest City, NC 28043 
828-245-9836 
khankinson@kchservices.com 
www.kchservices.com 


Keller America Inc. 

351 Bell King Rd. 

Newport News, VA 23606 

877-253-5537 e 757-596-6680 e Fax: 757-596-6659 
sales@kelleramerica.com 

www.kelleramerica.com 
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Kohler Power Systems 

444 Highland Dr. 

Kohler, \ 53044 
800-544-2444 e 920-457-4441 
www.kohlerpower.com 


DSP Screw Press Agitated and Aerated In-vessel 3DP Belt Press 


type Composting System (ICS) 


1 Belt Presses 
a Screw Presses 
a Rotary Drum Thickeners 
s Gravity Belt Thickeners 
= Equipment Restoration 
s On-Site Service 
& Mobile Demos 
= Complete Compost Facility Design 


ea WV a n 


www.bdpindustries.com 


DESIGNED AND 
MANUFACTURED 
IN THE USA 


Enclosed Gravity Belt Thickener Skid-Mounted 3DP 


Sales: 518-796-1440 
Fax: 518-695-5417 


Factory: 518-695-6851 
Email: dan Q bdpindustries.com 
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dee: Komline- 
Sanderson 
Komline-Sanderson 

12 Holland Ave. 

Peapack, NJ 07977 

800-225-5457 e 908-234-1000 e Fax: 908-234-9487 
info@komline.com 

www.komline.com 
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KSB, Inc. 

4415 Sarellen Rd. 

Henrico, VA 23231 

804-222-1818 e Fax: 804-226-6961 
www.ksb.us.com 


Kuhn North America, Inc. 
PO Box 167 

Brodhead, WI 53520 

608-897-2131 © Fax: 608-897-2561 
chris searles@kuhn.com 
www.kuhnnorthamerica.com 

Ad on page 73 
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Lakeside Equipment Corporation 
1022 E Devon Ave. 

Bartlett, IL 60103 

630-837-5640 e Fax: 630-837-5647 
soles@lakeside-equipment.com 
www.lakeside-equipment.com 

Ad on page 3 


LaMotte Company 

802 Washington Ave. 

Chestertown, MD 21620 

800-344-3100 © 410-778-3100 © Fax: 410-778-6394 
mkt@lamotte.com 

www.lamotte.com 


Landia, Inc. 

111 Triangle Trade Dr. 

Cary, NC 27513 

919-466-0603 e Fax: 919-460-1666 
info@landiainc.com 
www.landiainc.com 

Ad on page 40 


Liberty Pumps 

7000 Apple Tree Ave. 

Bergen, NY 14416 

800-543-2550 e 585-494-1817 © Fax: 585-494-1839 
liberty@libertypumps.com 

www.libertypumps.com 


LMI Pumps 

201 Ivyland Road 

Ivyland, PA 18974 

800-564-1097 © 215-293-0401 e Fax: 215-293-0445 
info@|mipumps.com 

www.lmipumps.com 


Lovibond Tintometer 

6456 Parkland Dr. 

Sarasota, H 34243 

800-922-5242 © 941-756-6410 e Fax: 941-727-9654 
sales@tintometer.us 

www. lovibond.us 

Ad on page 63 


58 TREATMENT PLANT OPERATOR 


Lutz-JESCO America Corp. 

55 Bermar Park 

Rochester, NY 14624 

800-554-2762 e 585-426-0990 e Fax: 585-426-4025 
mail@jescoamerica.com 

www.lutzjescoamerica.com 


KA? stek 


Nothing wasted. 
Everything to gain 


Lystek International Inc. 

125 McGovern Dr. 

Cambridge, ON N3H 4R7 
Canada 

888-501-6508 e 226-444-0186 
info@lystek.com 
www.lystek.com 


Milton Roy 

201 Iwland Rd. 

Ivyland, PA 18974 

877-786-7298 e Fax: 800-693-4295 
webinfo@miltonroy.com 
www.miltonroy.com 


Milwaukee Rubber Products, Inc. 

N52 W13319 Falls Creek Ct. 

Menomonee Falls, WI 53051 

800-325-3730 © 262-781-7888 e Fax: 262-781-1742 
sales@milwaukeerubber.com 
www.milwaukeerubber.com 


MoistTech Corp. 

6408 Parkland Dr. Ste. 104 

Sarasota, FL 34243 

941-727-1800 e Fax: 941-727-1810 
info@moisttech.com 
www.moisttech.com 


Mud Cat, Division of Ellicott Dredge Technologies 
1750 Madison Ave. 

New Richmond, WI 54017 

866-467-4010 © 913-642-5100 e Fax: 913-642-5119 
soles@mudcatdredge.com 

www.mudcatdredge.com 


NamWon Turbo One Inc. 

73-9 Hyeoksinsandan 5-gil, 
Wanggok-Myeon Naju, Jeollanam-do 58296 
+82-1544-2280 © +82-62-255-9181 

Fax: +82-61-337-9935 
turbosales@nwturbo.com 
www.nwturbo.com 

Ad on page 27 


зз үд 


North Carolina Rural Water Association 
PO Box 540 

Welcome, NC 27374 

336-731-6963 © Fax: 336-731-8589 
info@ncrwa.com 

WWW.ncrwa.com 


Northern Divers 
10404 Fox Bluff Ln. 
Spring Grove, IL 60081 
847-293-8465 
info@ndiversusa.com 
www.ndiversusa.com 
Ad on page 67 


NOV 

10353 Richmond Ave. 
Houston, TX 77042 
346-223-3000 
industrial@nov.com 
www.nov.com/industrial 


Ostara Nutrient Recovery Technologies 
690 - 1199 W Pender St. 

Vancouver, ВС V6E 2R1 

Canada 

604-408-6697 

info@ostara.com 

www.ostara.com 


Ovivo USA, LLC 

2404 Rutland Dr. 

Austin, TX 78758 

512-834-6000 e Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Park Process 

7015 Fairbanks N Houston Rd. 

Houston, TX 77040 

855-511-7275 e 713-849-7124 e Fax: 713-937-4254 
adobbs@park-usa.com 

www. parkprocess.com 


Parker Boiler Co. 

5930 Bandini Blvd. 

Los Angeles, CA 90040 
323-727-9800 © Fax: 323-722-2848 
mleeming@parkerboiler.com 
www.parkerboiler.com 

Ad on page 83 


Parkson Corporation 

1401 W Cypress Creek Rd. 

Ft. Lauderdale, FL 33309 
888-727-5766 € Fax: 954-974-6182 
technology@parkson.com 
www.parkson.com 


p, 
f PAXxo 
— bag it right 
Paxxo 
1924 Millard Farmer Rd. 
Newnan, GA 30263 
770-502-0055 e Fax: 770-502-0088 
cp@paxxo.com 
WWW.pOXXO.com 


Peabody Engineering & Supply Inc. 
13435 Estelle St. 

Corona, СА 92879 

800-473-2263 e 951-734-7711 
sales@4peabody.com 
www.4peabody.com 


weve 


Penn Valley Pump 


Penn Valley Pump Co., Inc. 

998 Easton Rd. 

Warrington, PA 18976 

800-311-3311 e 215-343-8750 © Fax: 215-343-8753 
info@pennvalleypump.com 

www.pennvalleypump.com 


Pepperl+Fuchs 
1600 Enterprise Pkwy. 

Twinsburg, OH 44087 

330-425-3555 e Fax: 330-425-4607 
sales@us. pepperl-fuchs.com 
www.pepperl-fuchs.com 


Philadelphia Gear - A Timken Brand 

901 East 8th Ave., Ste. 100 

King of Prussia, PA 19406 

800-766-5120 e 610-265-3000 e Fax: 610-337-5637 
info@philagear.com 

www.philagear.com 


Pick Heaters, Inc. 

730 S Indiana Ave. 

West Bend, WI 53095 
262-338-1191 e Fax: 262-338-8489 
Wiel @pickheaters.com 
www.pickheaters.com 


PMC Engineering 

11 Old Sugar Hollow Rd. 

Danbury, CT 06810 

203-792-8686 e Fax: 203-743-2051 
sales@pmcl om 

www.pmcl mm 


Pollardwater 

200 Atlantic Ave. 

New Hyde Park, NY 11040 
800-437-1146 e Fax: 516-746-0852 
info@pollardwater.com 
www.pollardwater.com 

Ad on page 115 


Praxair, Inc. 

7000 High Grove Blvd. 

Burr Ridge, IL 60527 

800-772-9247 © 716-879-4077 e Fax: 630-320-4458 
info@praxair.com 

www.praxair.com/wastewater 


www.tpomag.com/annual-directory 


Press Technology & Mfg., Inc. 
1401 Fotler St. 

Springfield, OH 45504 
937-327-0755 
dberner@presstechnology.com 
www.presstechnology.com 


PRIMEX 

PO Box 1708 
Detroit Lakes, MN 56501 
218-847-1317 © Fax: 218-847-4617 
info@primexcontrols.com 

www. primexcontrols.com 


Proco Products, Inc. 

2431 N. Wigwam Dr. 

Stockton, CA 95205 

800-344-3246 e 209-943-6088 e Fax: 209-943-0242 
soles@procoproducts.com 

www.procoproducts.com 


ы, PROCOMSOL 


ProComSol, Ltd 

13001 Athens Ave., Ste. 220 

Lakewood, OH 44107 

877-221-1551 e 216-221-1550 © Fax: 216-221-1554 
sales@procomsol.com 

www.procomsol.com 


ProMinent 


ProMinent Fluid Controls, Inc. 
136 Industry Dr. 

Pittsburgh, РА 15275 
412-787-2484 
marketing-us@prominent.com 
www. prominent.us 


Pulsafeeder 

27101 Airport Rd. 

Punta Gorda, FL 33982 

800-333-6677 e 941-575-3800 e Fax: 941-575-4085 
kreid@idexcorp.com 

www.pulsatron.com 


Rain for Rent 

5101 Office Park Dr, Ste 100 
Bakersfield, СА 93309 
800-742-7246 
info@rainforrent.com 
www.rainforrent.com 


Red Valve Co. / Tideflex Technologies 
600 N Bell Ave. 

Carnegie, РА 15106-4322 

412-279-0044 e Fax: 412-279-7878 
sales@redvalve.com 

www.redvalve.com 

Ad on page 116 


The blower evolution continues with the 


WORLD'S FIRST 


Variable helix technology 


Introducing the CYCLOBLOWER VHX 


RKI Instruments, Inc. 

33248 Central Ave. 

Union City, (À 94587 

800-754-5165 e 510-441-5656 e Fax: 510-441-5650 
orders@rkiinstruments.com 

www.rkiinstruments.com 


Robuschi USA 

1800 Gardner Expressway 

Quincy, IL 62305 

866-428-4890 e Fax: 217-221-8780 
www.gardnerdenver.com/robuschi/ 
Ad on page 11 


RootX 

PO Box 7626 

Salem, OR 97303 

800-844-4974 e 503-364-2999 e Fax: 503-485-5229 
rootx@rootx.com 

WWW.rootx.com 


Roto-Mix, LLC 

2205 E Wyatt Earp Blvd. 

Dodge City, KS 67801 
620-225-1142 e Fax: 620-225-6370 
info@rotomix.com 

www.rotomix.com 

Ad on page 107 


SAF-T-FLO Chemical Injection 

4091 E Lo Palma, Ste. U 

Anaheim, СА 92807 

800-957-2383 e 714-632-3013 © Fax: 714-632-3350 
info@safttlo.com 

www.safttlo.com 

Ad on page 43 


TSALCOR 
UV DISINFECTION 


SALCOR, Inc. 

PO Box 1090 

Fallbrook, CA 92088 

760-731-0745 e Fax: 760-731-2405 
jscruverQaol.com 

www.salcor.world 

Ad on page 113 


Schneider Electric / Square D 
8001 Knightdale Blvd. 

Knightdale, NC 27545 
919-266-3761 
www.schneider-electric.us 


Schwing Bioset, Inc. 

350 SMC Dr. 

Somerset, WI 54025 

844-246-7381 e 715-247-3433 e Fax: 715-247-3438 
marketing@schwingbioset.com 

www.schwingbioset.com 


Gardner 


nver 


SAVE UP TO 35% i 


on your energy costs. E 


POWERED BY $——9 


oe 
= Faster internal compression & U H » 
s 


larger discharge port minimizes air loss = 
= Premium energy efficiency S. 
m Efficient turndown capability 


100 


www.gardnerdenver.com/gdproducts/campaigns/VHX 
©2019 Gardner Denver. All rights reserved. 


Compressed Air & Gas Institute 
=-= - 
9 
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ScreenCo Systems LLC 
13235 Spur Rd. 

Genesee, ID 83832 
208-790-8770 
sales@screencosystems.com 
www.screencosystems.com 
Ad on page 113 


SEEPEX Inc. 

511 Speedway Dr. 

Enon, OH 45323 

937-864-7150 e Fax: 937-864-7157 
sales.us@seepex.com 
WWW.Seepex.com 

Ad on page 71 


Sensaphone® 

901 Tryens Rd. 

Aston, PA 19014 
855-807-1887 
contact@sensaphone.com 
www.sensaphone.com 


Sensorex 

11751 Markon Dr. 
Garden Grove, СА 92841 
714-895-4344 
info@sensorex.com 
WWw.sensorex.com 


Sewer Shield Composite LLC 
4702 E Virginia St. 

Mesa, AZ 85215 
480-830-9537 
info@sewershieldcomposites.com 
www.sewershieldcomposites.com 


Shand & Jurs 

5911 Butterfield Rd. 

Hillside, IL 60162 

708-236-6000 e Fax: 708-236-6006 
soles@litechnologies.com 
www.litechnologies.com 


Siemens Process Instrumentation 
2060 Detwiler Rd. 

Harleysville, PA 19438 
800-365-8766 ext: 4519 
piabusales.industry@siemens.com 
www.usa.siemens.com/pi 


Sierra Environmental Technologies, LLC 
18545 Bridlegate Ln. 

Wildwood, MO 63069 

636-273-5189 © Fax: 636-273-4509 
dnokes@setodorcontrol.com 
www.setodorcontrol.com 


Sierra Instruments, Inc. 

5 Harris Ct., Bldg. L 

Monterey, CA 93940 

800-866-0200 e 831-373-0200 e Fax: 831-373-4402 
info@sierrainstruments.com 

www.sierrainstruments.com 


GO TREATMENT PLANT OPERATOR 


Simple Solutions Distributing 

27 Penmere Rd. 

West Milford, NJ 07480 

800-667-8465 © 973-846-7817 e Fax: 973-858-0219 
sales@industrialodorcontrol.com 
www.industrialodorcontrol.com 

Ad on page 113 


Smith & Loveless, Inc. 

14040 Santa Fe Trail Dr. 

Lenexa, KS 66215 

800-898-9122 © 913-888-5201 e Fax: 913-888-2173 
answers@smithandloveless.com 
www.smithandloveless.com 


SRS Crisafulli System, Inc. 

1610 Crisafulli Dr. 

Glendive, MT 59330 

800-442-7867 e 406-365-3393 e Fax: 406-365-8088 
stsc@crisatulli.com 

www.crisafullipumps.com 


$$1 Aeration, Inc. 

4 Tucker Dr. 

Poughkeepsie, NY 12603 
845-454-8171 e Fax: 845-454-8049 
info@ssiaeration.com 
www.ssiaeration.com 

Ad on page 65 


Stenner Pump Company 

3174 DeSalvo Rd. 

Jacksonville, FL 32246 

800-683-2378 e 904-641-1666 e Fax: 904-642-1012 
sales@stenner.com 

www.stenner.com 


SUEZ Water Technologies & Solutions 
4636 Somerton Rd. 

Trevose, PA 19053 

215-355-3300 

www.suezwatertechnologies.com 

Ad on page 39 


Sulzer Pumps Solutions Inc. 

140 Pond View Dr. 

Meriden, CT 06450 

800-525-7790 © 203-238-2700 © Fax: 203-238-0738 
info.abs.usa@sulzer.com 

www.sulzer.com 


Sunbelt Rentals 
2341 Deerfield Dr. 

Fort Mill, SC 29715 
800-736-2504 
www.sunbeltrentals.com 


Sure Flow Products, LLC 

28265 Beck Rd., Ste. C11 

Wixom, MI 48393 

248-380-3569 e Fax: 248-380-3568 
soles@sureflowproducts.com 
www.flowmetersource.com 


Tesco Controls, Inc. 
8440 Florin Rd. 
Sacramento, СА 95828 
916-395-8800 
sales@tescocontrols.com 
https: //tescocontrols.com 


Spencer. 


The Spencer Turbine Company 
600 Day Hill Rd. 
Windsdor, CT 06095 
860-688-8361 
sales@spencer-air.com 
www.spencerturbine.com 

— 
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Thermal Edge Inc: 


Thermal Edge Inc. 

1800 Hurd Drive 

Irving, TX 75038 

888-580-0202 e 972-580-0200 e Fax: 972-580-0202 
thermalinfo@thermal-edge.com 

www.thermal-edge.com 


TIGG, LLC 

1 Willow Ave. 
Oakdale, PA 15071 
724-403-3020 
sales@tigg.com 
www.tigg.com 

Ad on page 75 


Trident Processes LLC 

#101 - 2238 Queen St. 
Abbotsford, ВС V2T 087 
Canada 

800-799-3740 e 604-330-2500 
info@tridentprocesses.com 
https: //tridentprocesses.com 


Triplepoint Environmental 
1010 Lake St., Ste. 503 

Oak Park, IL 60301 
800-654-9307 e 312-428-4634 
info@tpenv.com 

www.tpenv.com 


АШИ 


Tuthill Vacuum & Blower Systems 

4840 W Kearney St. 

Springfield, MO 65803 

800-825-6937 e 417-865-8715 © Fax: 417-865-2950 
vacuumGtuthill.com 

info.tuthill.com/tpo 


Sec 
se 
U.S. SUBMERGENT 
TECHNOLOGIES 
U.S. Submergent Technologies 
6450 University Blvd., Unit 1 
Winter Park, FL 32792 
844-765-7866 
info@ussubmergent.com 
www.ussubmergent.com 


Unison Solutions, Inc. 

545] Chavenelle Rd. 

Dubuque, IA 52002 

563-585-0967 e Fax: 563-585-0970 
sales@unisonsolutions.com 
WWW.unisonsolutions.com 


d „чн 


Solutions for a clean environment 
USP Technologies (formally US Peroxide) 
1375 Peachtree St. NE, Ste. 300 N 
Atlanta, GA 30309 
877-346-4262 e 404-352-6070 e Fax: 404-352-6077 
info@usptechnologies.com 
www.usptechnologies.com 


Val-Matic Valve & Mfg. Corp. 
905 Riverside Dr. 

Elmhurst, IL 60126 

630-941-7600 © Fax: 630-941-8042 
valves@valmatic.com 
www.valmatic.com 


Van London Co. 

10540 Rockley Rd. 

Houston, TX 77099 

800-522-7920 © 832-456-6641 © Fax: 832-456-6642 
info@vanlondon.com 

www.vanlondon.com 


Vaughan Company, Inc. 

364 Monte Elma Rd. 

Montesano, WA 98563 

888-249-2467 e 360-249-4042 © Fax: 360-249-6155 
info@chopperpumps.com 

www.chopperpumps.com 

Ad on page 23 


VEGA Americas, Inc. 

4170 Rosslyn Dr. 

Cincinnati, OH 45209 

800-367-5383 e 513-272-0131 © Fax: 513-272-0133 
americas@vega.com 

Wwww.vega.com 

Ad on page 51 


Vertiflo Pump Company 

7807 Redsky Dr. 

Cincinnati, OH 45249 
513-530-0888 e Fax: 513-530-0893 
sales@vertiflopump.com 
www.vertiflopump.com 


aua 


V ndus nc. г Depot, LLC WesTech Engineering 
212 S Кїйїп St. 4446 State Rte. 132 3665 S West Temple 
Missouri Valley, IA 51555 Batavia, OH 45103 Salt Lake City, UT 84115 
712-642-2755 e Fax: 712-642-4256 513-732-0129 e Fax: 513-735-1485 801-265-1000 e Fax: 801-265-1080 
soles@vulcanindustries.com info@wastewaterdepot.com info@westech-inc.com 
www.vulcanindustries.com www.wastewaterdepot.com www.westech-inc.com 
Ad on page 69 Ad on page 109 
_ Н _ | Water Warriors, Inc. wv ) 
| | 1776 Mentor Ave. LÍ 
Cincinnati, OH 45212 i 
F ” | 859-629-2236 YSI, a Xylei | 
Walker Process Equipment, A Div. of McNish Corp. | schamberland@waterwarriorssolutions.com 1725 Brannum Ln. 
840 N Russell Ave. www.waterwarriorsbiomedia.com Yellow Springs, OH 45387 
Aurora, IL 60506 800-765-4974 © 937-767-7241 
630-892-7921 e Fax: 630-892-7951 info@ysi.com 
a e И Wilmington, MA 01887 | www.ysi.com 
eel 800-287-8823 • 978-658-6168 Ad on page 97 
info@wmttg.us 
www.wmftg.com 
Ad on page 17 
WEG Electric Corp 
6655 Sugarloaf Pkwy. 
Duluth, GA 30097 
800-275-4934 


info-us@weg.net 
www.weg.net/us 


WEMCO Pumps 

440 West 800 South 

Salt Lake City, UT 84101 

801-359-8731 

wsp@mail. weir 
www.global. weir /businesses /weir-specialty-pumps 


YOUR IDEAL 
STRUCTURE 


` Sourcewell 2л 


FOR NEARLY 40 YEARS CLEARSPAN 


has been helping companies maximize profits with superior building solutions 


($ € <» 


To find out how we can Energy Superior Expert 
help with your structure needs visit or call Efficient Warranties Project Managers 
www.clearspan.com 1.866.643.1010 
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> LISTINGS BY CATEGORY 


Activated Carbon Services 


Activated Carbon Services - PACS 
Coraopolis, PA 

800-367-2587 e 724-457-6576 
henry@pacslabs.com 
www.pacslabs.com 


Activated Carbon/Systems 


Activated Carbon Services - PACS 
Coraopolis, PA 

800-367-2587 e 724-457-6576 
henry@pacslabs.com 
www.pacslabs.com 


AdEdge Water Technologies, LLC 

Duluth, GA 

866-823-3343 © 678-835-0052 e Fax: 678-835-0057 
soles@adedgetechnologies.com 

www.adedgetech.com 

Ad on page 114 


CEI - Carbon Enterprises Inc. 
Cirdeville, OH 

800-344-5770 e Fax: 888-204-9656 
info@ceicompanies.com 

www. ceifiltration.com 


Evoqua Water Technologies LLC 
Pittsburgh, PA 

800-466-7873 © 724-772-0044 
Wwww.evoqud.com 


ENVIRONMENTAL 

Indusco Environmental Services, Inc. 
Spanish Fort, AL 

251-621-2338 © Fax: 251-621-2342 
sales@induscoenviro.com 
www.induscoenviro.com 


KCH Engineered Systems 
Forest City, NC 
828-245-9836 
khankinson@kchservices.com 
www.kchservices.com 


Sierra Environmental Technologies, LLC 
Wildwood, MO 

636-273-5189 © Fax: 636-273-4509 
dnokes@setodorcontrol.com 
www.setodorcontrol.com 


Simple Solutions Distributing 

West Milford, NJ 

800-667-8465 © 973-846-7817 © Fax: 973-858-0219 
sales@industrialodorcontrol.com 
www.industrialodorcontrol.com 

Ad on page 113 


TIGG, LLC 
Oakdale, PA 
724-403-3020 
soles@tigg.com 
www.tigg.com 
Ad on page 75 
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Unison Solutions, Inc. 

Dubuque, IA 

563-585-0967 e Fax: 563-585-0970 
sales@unisonsolutions.com 
www.unisonsolutions.com 


Activated Sludge Systems 


APG-Neuros 

Blainville, QC 

Canada 

866-592-9482 © 450-939-0799 e Fax: 450-939-2115 
sales@apg-neuros.com 

WWww.apg-neuros.com 


Aquarius Technologies, LLC 
Saukville, WI 

262-268-1500 
www.aquariustechnologies.com 


ClearStream Environmental, Inc. 
Sandy, UT 

801-676-1890 e Fax: 801-676-1893 
mark.h@clearstreameng.com 
www.clearstreameng.com 


Enterprise Specialty Products 
Laurens, SC 

864-984-7700 e Fax: 864-984-2241 
soles@enterprisesp.com 
www.enterprisesp.com 


Environmental Dynamics International 
Columbia, MO 

573-474-9456 
edi.marketing@environmentaldynamics.com 
www.wastewater.com 


Ted 
Solutions 
Kationx Corp. 

Orlando, FL 

Lakeland, FL 

863-937-3040 e Fax: 863-937-7392 
info@kationx.com 

www.kationx.com 


Lystek International Inc. 
Cambridge, ON 

Canada 

888-501-6508 © 226-444-0186 
info@lystek.com 
www.lystek.com 


Ostara Nutrient Recovery Technologies 
Vancouver, BC 

Canada 

604-408-6697 

info@ostara.com 

WWW.Ostara.com 


Parkson Corporation 

Н. Lauderdale, FL 

888-727-5766 e Fax: 954-974-6182 
technology@parkson.com 
www.parkson.com 


Smith & Loveless, Inc. 

Lenexa, KS 

800-898-9122 © 913-888-5201 © Fax: 913-888-2173 
answers@smithandloveless.com 
www.smithandloveless.com 


SSI Aeration, Inc. 
Poughkeepsie, NY 

845-454-8171 e Fax: 845-454-8049 
info@ssiaeration.com 
www.ssiaeration.com 

Ad on page 65 


Aeration Equipment/ 
Systems 


Aerzen 

Coatesville, PA 
610-380-0244 
aerzen@aerzenusa.com 
www.derzen.com/en-us/ 
Ad on page 15 15 


American Pleasure Products, Inc. 
Rose City, MI 

989-685-2697 e Fax: 989-685-8484 
info@aquacycleusa.com 
www.aquacycleusa.com 

Ad on page 77 


Anue Water Technologies 
Tucker, GA 

760-727-2683 
tchandler@anuewater.com 
Www.anuewater.com 


APG-Neuros 

Blainville, QC 

Canada 

866-592-9482 © 450-939-0799 © Fax: 450-939-2115 
sales@apg-neuros.com 

www.apg-neuros.com 


A 


AQUA-AEROBIC 
SYSTEMS, INC. 
Aqua-Aerobic Systems, Inc. 
Loves Park, IL 
800-940-5008 e 815-654-2501 © Fax: 815-654-2508 
solutions@aqua-aerobic.com 
www.aqua-aerobic.com 
Ad on page 29 


Aquarius Technologies, LLC 
Saukville, WI 

262-268-1500 
www.aquariustechnologies.com 


Atlas Copco Compressors 
Rock Hill, SC 

866-546-3588 
info@atlascopcousa.com 
www.atlascopco.us 

Ad on page 25 


Brown Bear Corporation 
Corning, ІА 

641-322-4220 e Fax: 641-322-3527 
salesbrownbearcorp.com 
www.brownbearcorp.com 

Ad on page 52 


ClearStream Environmental, Inc. 
Sandy, UT 

801-676-1890 e Fax: 801-676-1893 
mark h@clearstreameng.com 
www.clearstreameng.com 


Environmental Dynamics International 
Columbia, MO 

573-474-9456 
edi.marketing@environmentaldynamics.com 
www.wastewater.com 


Eurus Blower, Inc. 

Wheaton, IL 

630-221-8282 e Fax: 630-221-1002 
sales@eurusblower.com 
www.eurusblower.com 

Ad on page 107 


' 
fluence 
Fluence Corporation 
Golden Valley, MN 
800-879-3677 e 763-146-9278 
info@fluencecorp.com 
www.fluencecorp.com 
Ad on page 17 


Solutions 
Kationx Corp. 
Orlando, FL 
Lakeland, FL 
663-937-3040 e Fax: 863-937-7392 
info@kationx.com 
www.kationx.com 


KCH Engineered Systems 
Forest City, NC 
828-245-9836 
khankinson@kchservices.com 
www.kchservices.com 


Lakeside Equipment Corporation 
Bartlett, IL 

630-837-5640 e Fax: 630-837-5647 
soles@lakeside-equipment.com 
www.lakeside-equipment.com 

Ad on page 3 


Landia, Inc. 

Cary, NC 

919-466-0603 Fax: 919-460-1666 
info@landiainc.com 
www.landiainc.com 

Ad on page 40 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 © Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Parkson Corporation 

Ft. Lauderdale, FL 

888-727-5766 e Fax: 954-974-6182 
technology@parkson.com 
www.parkson.com 


Pollardwater 

New Hyde Park, NY 

800-437-1146 e Fax: 516-746-0852 
info@pollardwater.com 
www.pollardwater.com 

Ad on page 115 


Praxair, Inc. 

Burr Ridge, IL 

800-772-9247 e 716-879-4077 e Fax: 630-320-4458 
info@praxair.com 

www.praxair.com/wastewater 


Red Valve Co. / Tideflex Tech 
Carnegie, PA 

412-279-0044 e Fax: 412-279-7878 
sales@redvalve.com 

www.tedvalve.com 

Ad on page 116 


Sierra Instruments, Inc. 

Monterey, CA 

800-866-0200 © 831-373-0200 © Fax: 831-373-4402 
info@sierrainstruments.com 

www.sierrainstruments.com 


‘ EET] == i 
Process Turbidity Measurement Simplified 


Smart Interface 


e Intuitive Mobile App 
& Local Display 


Smith & Loveless, Inc. 

Lenexa, KS 

800-898-9122 © 913-888-5201 e Fax: 913-888-2173 
answers@smithandloveless.com 
www.smithandloveless.com 


55| Aeration, Inc. 
Poughkeepsie, NY 

845-454-8171 © Fax: 845-454-8049 
info@ssiaeration.com 
www.ssiaeration.com 

Ad on page 65 


Sulzer Pumps Solutions Inc. 

Meriden, CT 

800-525-7790 © 203-238-2700 © Fax: 203-238-0738 
info.abs.usa@sulzer.com 

www.sulzer.com 


The Spencer Turbine Company 
Windsdor, CT 

860-688-8361 
soles@spencer-air.com 
www.spencerturbine.com 


Triplepoint Environmental 
Oak Park, IL 

800-654-9307 © 312-428-4634 
info@tpenv.com 


www.tpenv.com 


ГЛ Tuthill 


Tuthill Vacuum & Blower Systems 

Springfield, MO 

800-825-6937 e 417-865-8715 © Fax: 417-865-2950 
vacuum@tuthill. сот 

info.tuthill.com/tpo 


WesTech Engineering 

Salt Lake City, UT 

801-265-1000 Fax: 801-265-1080 
info@westech-inc.com 
www.westech-inc.com 


Aerobic Treatment 


Aerzen 

Coatesville, PA 
610-380-0244 
aerzen@aerzenusa.com 
www.derzen.com/en-us/ 
Ad on page 15 


Anue Water Technologies 
Tucker, GA 

760-727-2683 
tchandler@anuewater.com 
Www.anuewater.com 


Aquarius Technologies, LLC 
Saukville, WI 

262-268-1500 
www.aquariustechnologies.com 


Byc Inc 

Charleston, SC 

888-296-4661 e 843-822-3415 e Fax: 843-606-6318 
info@byogon.com 

www.byogon.com 

Ad on page 113 


Centrisys/ CNP 
Kenosha, WI 
262-654-6006 
marketing@centrisys.us 
www.centrisys.com 

Ad on page 49 


ClearStream Environmental, Inc. 
Sandy, UT 

801-676-1890 e Fax: 801-676-1893 
mark h@clearstreameng.com 
www.clearstreameng.com 


Enterprise Specialty Products 
Laurens, SC 

864-984-7700 e Fax: 864-984-2241 
soles@enterprisesp.com 
www.enterprisesp.com 


Environetics, Inc. 

Lockport, IL 

815-838-8331 e Fax: 815-838-8336 
info@environeticsinc.com 

www. environeticsinc.com 


Eurus Blower, Inc. 

Wheaton, IL 

630-221-8282 © Fax: 630-221-1002 
sales@eurusblower.com 
www.eurusblower.com 

Ad on page 107 


Come See the PTV Series! 


AWWA ACE 


e Superior Data Management 


Booth Number 3936 


Low Maintenance Denver, Colorado 


e Stable Light Source 
e Easy to Clean 
e Rapid Fluidics Commas 


Innovative Design 


` 
Low Volume Flow Body 
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т 
fluence’ 
Fluence Corporation 
Golden Valley, MN 
800-879-3677 e 763-746-9278 
info@fluencecorp.com 
www.fluencecorp.com 
Ad on page 17 


Headworks International, Inc. 
Houston, TX 

713-647-6667 ® Fax: 713-647-0999 
hw@headworksintl.com 
www.headworksintl.com 


Industrial & Environmental Concepts, Inc. 


Lakeville, MN 
952-240-3321 
anderson@ieccovers.com 
Www.ieccovers.com 

Ad on page 113 


Solutions 
Kationx Corp. 
Orlando, FL 
Lokeland, FL 
863-937-3040 © Fax: 863-937-7392 
info@kationx.com 
www.kationx.com 


Landia, Inc. 

Cary, NC 

919-466-0603 e Fax: 919-460-1666 
info@landiainc.com 
www.landiainc.com 

Ad on page 40 


Lystek International Inc. 
Cambridge, ON 

Canada 

888-501-6508 © 226-444-0186 
info@lystek.com 
www.lystek.com 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 © Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Pick Heaters, Inc. 

West Bend, WI 

262-338-1191 e Fax: 262-338-8489 
info] @pickheaters.com 
www.pickheaters.com 


Praxair, Inc. 
Burr Ridge, IL 


800-772-9247 e 716-879-4077 e Fax: 630-320-4458 


info@praxair.com 
www.praxair.com/wastewater 


SUEZ Water Technologies & Solutions 


Trevose, PA 

215-355-3300 
www.suezwatertechnologies.com 
Ad on page 39 


Triplepoint Environmental 
Oak Park, IL 

800-654-9307 © 312-428-4634 
info@tpenv.com 

www.tpenv.com 
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Aftermarket Parts 


Evoqua Water Technologies LLC 
Pittsburgh, PA 

800-466-7873 © 724-772-0044 
www.evoqua.com 


Alarm Systems/ 
Components 


Harwil Corporation 

Oxnard, CA 

800-562-2447 © 805-988-6800 © Fax: 805-988-6804 
orders@harwil.com 

www.harwil.com 


ih PRIMEX. 


PRIMEX 

Detroit Lakes, MN 

218-847-1317 © Fox: 218-847-4617 
info@primexcontrols.com 
www.primexcontrols.com 


Schneider Electric / Square D 
Knightdale, NC 

919-266-3761 
www.schneider-electric.us 


Sensaphone® 

Aston, PA 

855-807-1887 
contact@sensaphone.com 
www.sensaphone.com 


Algae Control 


Environetics, Inc. 

Lockport, IL 

815-838-8331 © Fax: 815-838-8336 
info@environeticsinc.com 
www.environeticsinc.com 


fluence’ 
Fluence Corporation 
Golden Valley, MN 
800-879-3677 © 763-746-9278 
info@fluencecorp.com 
www.fluencecorp.com 

Ad on page 17 


Industrial & Environmental Concepts, Inc. 
Lakeville, MN 

952-240-3321 

anderson@ieccovers.com 

WWw.ieccovers.com 

Ad on page 113 


International Dioxcide / ERCO Worldwide 
North Kingstown, RI 

401-295-8800 © Fax: 401-295-7108 
idiclo2.com 


SSI Aeration, Inc. 
Poughkeepsie, NY 

845-454-8171 © Fax: 845-454-8049 
info@ssiaeration.com 
www.ssideration.com 

Ad on page 65 


Anaerobic Treatment 


Byo-Gon, Inc. 

Charleston, SC 

888-296-4661 e 843-822-3415 e Fax: 843-606-6318 
info@byogon.com 

www.byogon.com 

Ad on page 113 


Enterprise Specialty Products 
Lourens, SC 

864-984-7700 © Fax: 864-984-2241 
sales@enterprisesp.com 
www.enterprisesp.com 


Environetics, Inc. 

Lockport, IL 

815-838-8331 © Fax: 815-838-8336 
info@environeticsinc.com 
www.environeticsinc.com 


Eurus Blower, Inc. 

Wheaton, IL 

630-221-8282 e Fax: 630-221-1002 
sales@eurusblower.com 
www.eurusblower.com 

Ad on page 107 


Evoqua Water Technologies LLC 
Pittsburgh, PA 

800-466-7873 e 724-772-0044 
www.evoqua.com 


Headworks International, Inc. 
Houston, TX 

713-647-6667 e Fax: 713-647-0999 
hwGheadworksintl.com 
www.headworksintl.com 


Industrial & Environmental Concepts, Inc. 
Lakeville, MN 

952-240-3321 

anderson@ieccovers.com 

Www.ieccovers.com 

Ad on page 113 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fox: 973-366-3193 
sales@jdvequipment.com 
www.jdvequipment.com 

Ad on page 8 


Lystek International Inc. 
Cambridge, ON 

Canada 

888-501-6508 © 226-444-0186 
info@lystek.com 
www.lystek.com 


Ostara Nutrient Recovery Technologies 
Vancouver, BC 

Canada 

604-408-6697 

info@ostara.com 

www.ostara.com 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 e Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Praxair, Inc. 

Burr Ridge, IL 

800-772-9247 e 716-879-4077 e Fax: 630-320-4458 
info@praxair.com 

Www.praxair.com/wastewater 


Sierra Environmental Technologies, LLC 
Wildwood, MO 

636-273-5189 e Fax: 636-273-4509 
dnokes@setodorcontrol.com 
www.sefodorcontrol.com 


Water Warriors, Inc. 

1776 Mentor Ave. 

Cincinnati, OH 45212 

859-629-2236 
schamberland@waterwarriorssolutions.com 
www.waterwarriorsbiomedia.com 


Analytical Standards 


FUJIFILM Wako Chemicals U.S.A. Corporation 
Richmond, VA 

877-714-1920 © 804-714-1920 © Fax: 804-271-7791 
wkuslabchem@wakousa.com 

www.wakousa.com 


Association 
EH 
Activated Carbon Services - PACS 

Coraopolis, PA 

800-367-2587 e 724-457-6576 

henry@pacslabs.com 

www.pacslabs.com 


American Water Works Association 
Denver, CO 

800-926-7337 © 303-794-7711 
service@awwa.org 

www.awwa.org 

Ad on page 47 


North Carolina Rural Water Association 
Welcome, NC 

336-731-6963 © Fax: 336-731-8589 
info@ncrwa.com 

Wwww.ncrwd.com 


Automation/Optimization 


AllMax Software, Inc. 

Kenton, OH 

800-670-1867 e 419-673-8863 © Fax: 419-673-8864 
sales@allmaxsoftware.com 

www.allmaxsoftware.com 

Ad on page 31 


Amtech Drives, Inc. 

Atlanta, GA 

770-469-5240 © Fax: 770-469-5241 
info@amtechdrives.com 
www.amtechdrives.com 


Burkert Fluid Control Systems 

Huntersville, NC 

800-325-1405 e 704-504-4440 e Fax: 949-223-3198 
marketing-usa@burkert.com 

www.burkerf-usa.com 


ChemScan, Inc. 

Waukesha, WI 

800-665-7133 e 262-717-9500 e Fax: 262-717-9530 
info chemscan.com 

www.chemscan.com 

Ad on page 91 


ElectroSwitch Corporation 
Weymouth, MA 
781-335-5200 
info@electroswitch.com 
www.electroswitch.com 


EMERSON 

Emerson Automation Solutions, Power & Water 
Pittsburgh, PA 

800-445-9723 e 412-963-4804 


powerwater@emerson.com 
www.emerson.com/water 


Environmental Dynamics International 
Columbia, MO 

573-474-9456 
edi.marketing@environmentaldynamics.com 
www.wastewater.com 


fluence’ 


Fluence Corporation 
Golden Valley, MN 
800-879-3677 © 763-746-9278 
info@fluencecorp.com 
www.fluencecorp.com 

Ad on page 17 


Be Right" 
Hach 
Loveland, CO 
800-227-4224 € 970-669-3050 
orders@hach.com 
www.hach.com 


Hydromantis Environmental 
Software Solutions, Inc. 

Hamilton, ON 

Canada 

905-522-0012 • Fax: 905-522-0031 
info@hydromantis.com 
www.hydromantis.com 


Lystek International Inc. 
Cambridge, ON 

Canada 

888-501-6508 © 226-444-0186 
info@lystek.com 
www.lystek.com 


Sierra Instruments, Inc. 

Monterey, CA 

800-866-0200 © 831-373-0200 e Fax: 831-373-4402 
info@sierrainstruments.com 

www.sierrainstruments.com 


$$1 Aeration, Inc. 
Poughkeepsie, NY 

845-454-8171 © Fax: 845-454-8049 
info@ssiaeration.com 
www.ssiaeration.com 

Ad on page 65 


Tesco Controls, Inc. 
Sacramento, CA 
916-395-8800 
sales@tescocontrols.com 
https: //tescocontrols.com 


Fouling Problems? 

High Energy Consumption? 
Membranes Clogged? 

Low System Efficiency? 


SSI Aeration offers replacement 
membranes that will fit the bodies 
of most competitor’s diffusers 


both disc and tube. 


SSI's replacement diffusers are produced in-house and 
are available in PTFE, EPDM and Silicone 


PTFE benefits include 


Thermal Edge Inc. 

Irving, TX 

888-580-0202 e 972-580-0200 e Fax: 972-580-0202 
thermalinfo@thermal-edge.com 

www.thermaledge.com 


YSI, o Xylem brand 
Yellow Springs, OH 
800-765-4974 e 937-767-7241 
info@ysi.com 

www.ysi.com 

Ad on page 97 


TE 
Byo-Gon, Inc. 

Charleston, SC 

888-296-4661 e 843-822-3415 e Fax: 843-606-6318 
info@byogon.com 

www.byogon.com 

Ad on page 113 


Hawkins Water Treatment Group 

Roseville, MN 

800-328-5460 © 612-331-6910 © Fax: 612-331-5304 
laura. eilek@hawkinsinc.com 

www.hawkinsinc.com 


Simple Solutions Distributing 

West Milford, NJ 

800-667-8465 e 973-846-7817 © Fax: 973-858-0219 
sales@industrialodorcontrol.com 
www.industrialodorcontrol.com 

Ad on page 113 


* Resistance to clogging, fouling, stretching and deteriorating 
* Resistance to fats, oils, greases, hydrocarbons, fuels and 


solvents 


* Easier to clean and extended life 


* Competitive SOTE 


Hawk Measurement 

Lawrence, MA 

888-429-5538 e 978-304-3000 e Fax: 978-304-1462 
info@hawkmeasure.com 

www.hawkmeasure.com 


Schwing Bioset, Inc. 

Somerset, WI 

844-246-7381 e 715-247-3433 e Fax: 715-247-3438 
marketing@schwingbioset.com 

www.schwingbioset.com 


SEEPEX Inc. 

Enon, OH 

937-864-7150 e Fax: 937-864-7157 
sales.us@seepex.com 
WWNI.Seepex.com 

Ad on page 71 


26 Energy Inc. 
St. Augustine, FL 
904-579-3217 
info@2g-energy.com 
www.2g-energy.com 


* Retrofit kits available to convert 
existing ceramic disc installation. 

* Custom sizes available. 

* Patented PTFE coated membranes 
designed to resist clogging and 
fouling. 

* Extended warranty available. 

* Installation services and start-up 
supervision available. 


eee 


SSI Aeration 845-454-8171 


SMART IDEAS FOR WATER 


www.ssiaeration.com 
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Duryea Technologies 
Reading, PA 

484-277-7137 
info@duryeatech.com 
www.duryeatechnologies.com 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 ® Fax: 973-366-3193 
soles@jdvequipment.com 
www.jdvequipment.com 

Ad on page 8 


Lystek International Inc. 
Cambridge, ON 

Canada 

888-501-6508 © 226-444-0186 
info@lystek.com 
www.lystek.com 


Unison Solutions, Inc. 

Dubuque, IA 

563-585-0967 e Fax: 563-585-0970 
sales@unisonsolutions.com 
Www.unisonsolutions.com 


Biological Stimulants 


Byo-Gon, Inc. 

Charleston, SC 

888-296-4661 e 843-822-3415 e Fax: 843-606-6318 
info@byogon.com 

www.byogon.com 

Ad on page 113 


Biosolids Treatment/ 
Application 


Anue Water Technologies 
Tucker, GA 

760-727-2683 
tchandler@anuewater.com 
Www.anuewater.com 


BDP Industries, Inc. 
Greenwich, NY 

518-695-6851 e Fax: 518-695-5417 
dan@bdpindustries.com 
www.bdpindustries.com 

Ad on page 57 


Brown Bear Corporation 
Corning, ІА 

641-322-4220 e Fax: 641-322-3527 
soles@brownbearcorp.com 
www.brownbearcorp.com 

Ad on page 52 


Centrisys /CNP 
Kenosha, WI 
262-654-6006 
marketing@centrisys.us 
WWW.Ccentrisys.com 

Ad on page 49 


DRYCAKE 


Vanderbeken Enterprises Ltd, 


DRYCAKE 

Vancouver, BC 

Canada 

877-379-2253 e 604-535-2238 
soles@drycake.com 
www.drycake.com 
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FKC Co., Ltd. 

Port Angeles, WA 
360-452-9472 
mail@fkcscrewpress.com 
www.fkcscrewpress.com 


Flottweg Separation Technology, Inc. 
Independence, KY 

859-448-2331 © Fax: 859-448-2333 
soles@flottweg.net 

www.flottweg.com 


engineering for 


SA a better world 
[uy | 
GEA Group 


Northvale, NJ 

800-722-6622 e 201-767-3900 e Fax: 201-767-3901 
info.wsus@gea.com 

www.gea.com 


environmental 
Solutions 


£KATIONX 


Kationx Corp. 
Orlando, FL 
Lakeland, FL 
863-937-3040 e Fax: 863-937-7392 
info kationx.com 
www.kationx.com 


deen Котіте- 
Sanderson 
Komline-Sanderson 

Peapack, NJ 
800-225-5457 e 908-234-1000 e Fax: 908-234-9487 
into@komline.com 

www.komline.com 


Ad on page 28 


Kuhn North America, Inc. 
Brodhead, WI 

608-897-2131 © Fax: 608-897-2561 
chris.searles@kuhn.com 
www.kuhnnorthamerica.com 

Ad on page 73 


Lystek International Inc. 
Cambridge, ON 

Canada 

888-501-6508 © 226-444-0186 
info@lystek.com 
www.lystek.com 


Ostara Nutrient Recovery Technologies 
Vancouver, BC 

Canada 

604-408-6697 

info@ostara.com 

WWW.Ostara.com 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 e Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Parkson Corporation 

Ft. Lauderdale, FL 

888-727-5766 € Fax: 954-974-6182 
technology@parkson.com 
www.parkson.com 


Pick Heaters, Inc. 

West Bend, WI 

262-338-1191 © Fax: 262-338-8489 
info @pickheaters.com 
www.pickheaters.com 


Press Technology & Mfg., Inc. 
Springfield, OH 

937-327-0755 
dberner@presstechnology.com 
www.presstechnology.com 


Schwing Bioset, Inc. 

Somerset, WI 

844-246-7381 e 715-247-3433 e Fax: 715-247-3438 
marketing @schwingbioset.com 

www.schwingbioset.com 


SRS Crisafulli System, Inc. 

Glendive, MT 

800-442-7867 e 406-365-3393 © Fax: 406-365-8088 
stsc@crisafulli.com 

www.crisafullipumps.com 


SUEZ Water Technologies & Solutions 
Trevose, PA 

215-355-3300 

www.suezwatertechnologies.com 

Ad on page 39 


Trident Processes LLC 
Abbotsford, BC 

Canada 

800-799-3740 e 604-330-2500 
info@tridentprocesses.com 
https: //tridentprocesses.com 


USP Technologies (formally US Peroxide) 
Atlanta, GA 

877-346-4262 e 404-352-6070 e Fax: 404-352-6077 
info@usptechnologies.com 

www.usptechnologies.com 


Blowers 


Aerzen 

Coatesville, PA 
610-380-0244 
aerzen@aerzenusa.com 
www.derzen.com/en-us/ 
Ad on page 15 


APG-Neuros 

Blainville, QC 

Canada 

866-592-9482 © 450-939-0799 © Fax: 450-939-2115 
sales@apg-neuros.com 

WWww.apg-neuros.com 


Atlas Copco Compressors 
Rock Hill, SC 

866-546-3588 
info@atlascopcousa.com 
www.atlascopco.us 

Ad on page 25 


Eurus Blower, Inc. 

Wheaton, IL 

630-221-8282 e Fax: 630-221-1002 
sales@eurusblower.com 
www.eurusblower.com 

Ad on page 107 


Gardner Denver Inc. 

Quincy, IL 

866-428-4890 e Fax: 217-221-8780 
www.gardnerdenver.com/gdproducts 
Ad on page 59 


KCH Engineered Systems 
Forest City, NC 
828-245-9836 
khankinson@kchservices.com 
www. kchservices.com 


Milwaukee Rubber Products, Inc. 

Menomonee Falls, WI 

800-325-3730 © 262-781-7888 © Fax: 262-781-1742 
soles@milwaukeerubber.com 
www.milwaukeerubber.com 


Red Valve Co. / Tideflex Technologies 
Carnegie, PA 

412-279-0044 e Fax: 412-279-7878 
sales@redvalve.com 

www.tedvalve.com 

Ad on page 116 


Robuschi USA 

Quincy, IL 

866-428-4890 e Fax: 217-221-8780 
www.gardnerdenver.com/robuschi/ 
Ad on page 11 


Sierra Environmental Technologies, LLC 
Wildwood, MO 

636-273-5189 e Fax: 636-273-4509 
dnokes@setodorcontrol.com 
www.sefodorcontrol.com 


SULZER 


Sulzer Pumps Solutions Inc. 

Meriden, CT 

800-525-7790 © 203-238-2700 © Fax: 203-238-0738 
info.abs.usa@sulzer.com 

www.sulzer.com 


The Spencer Turbine Company 
Windsdor, CT 

860-688-8361 
sales@spencer-air.com 
www.spencerturbine.com 


FY Tuthill 


Tuthill Vacuum & Blower Systems 

Springfield, MO 

800-825-6937 e 417-865-8715 e Fax: 417-865-2950 
vacuum@tuthill.com 

info.tuthill.com/tpo 


Wastewater Depot, LLC 
Batavia, OH 

513-732-0129 e Fax: 513-735-1485 
info@wastewaterdepot.com 
www.wastewaterdepot.com 

Ad on page 109 


AK 


Boilers 


Capstone Turbine Corporation 

Van Nuys, CA 

800-422-7786 € 818-734-5300 e Fax: 818-734-5385 
marketing@capstoneturbine.com 
www.capstoneturbine.com 


CHEMetrics, Inc. 

Midland, VA 

800-356-3072 € 540-788-9026 © Fax: 540-788-4856 
marketing@chemetrics.com 

www.chemetrics.com 


Chromalox 

Pittsburgh, PA 

800-443-2640 e 412-967-3800 e Fax: 412-967-5148 
sales@chromalox.com 

www.chromalox.com 


Harwil Corporation 

Oxnard, CA 

800-562-2447 e 805-988-6800 e Fax: 805-988-6804 
orders@harwil.com 

www.harwil.com 


Hurst Boiler 


Dover, NJ 

973-366-6556 e Fax: 973-366-3193 
sales@jdvequipment.com 
www.jdvequipment.com 

Ad on page 8 


Los Angeles, CA 

323-727-9800 e Fax: 323-722-2848 
mleeming@parkerboiler.com 
www.parkerboiler.com 

Ad on page 83 


Walker Process Equipment, A Div. of McNish Corp. 


Aurora, IL 

630-892-7921 e Fax: 630-892-7951 
walker. process@walker-process.com 
www.walker-process.com 


Buildings/Structures 


Capstone Turbine Corporation 

Van Nuys, CA 

800-422-7786 € 818-734-5300 e Fax: 818-734-5385 
marketing @capstoneturbine.com 
www.capstoneturbine.com 


South Windsor, CT 
866-643-1010 
info@clearspan.com 
www.clearspan.com 
Ad on page 61 


North 


Centrifuges/Separators 


Alfa Laval 

Richmond, VA 

866-253-2528 
customerservice.usa@alfalaval.com 
www.alfalaval.us 


Адѕеріепсе Group, Inc. - Johnson Screens 

New Brighton, MN 

800-833-9473 © 651-636-3900 e Fax: 651-638-3171 
charles. flansburg@aqseptence.com 
www.johnsonscreens.com 


Kenosha, WI 
262-654-6006 

marketing @centrisys.us 
www. centrisys.com 

Ad on page 49 


DRYCAKE 


Vanderbeken Enterprises Ltd 


DRYCAKE 

Vancouver, BC 

Canada 

877-379-2253 © 604-535-2238 
sales@drycake.com 
www.drycake.com 


engineering for 
GEA 
[my | 


GEA Group 

Northvale, NJ 

800-722-6622 e 201-767-3900 e Fax: 201-767-3901 
info.wsus@gea.com 

www.ged.com 


Press Technology & Mfg., Inc. 
Springfield, OH 

937-327-0755 
dberner@presstechnology.com 
www.presstechnology.com 


Quincy, IL 

866-428-4890 © Fax: 217-221-8780 
www.gardnerdenver.com/robuschi/ 
Ad on page 11 


Trident Processes LLC 
Abbotsford, BC 

Canada 

800-799-3740 e 604-330-2500 
info@tridentprocesses.com 

https: //tridentprocesses.com 


ern Divers USA 


Safety, Integrity and Careful Planning 


Á Diving and construction expertise for Jobs below and above water. 


L Intake Cleaning System 
exclusively owned & patented 
by Northern Divers USA, Inc. 

L Our operation minimizes diver 
penetration along with zero damage 
to pipeline or internal chemical lines 

4: Raw water holding tanks cleaned 

JL Pipeline service 

і, Underwater concrete repair 
& demolition 


JL Inspections & recommendations 

+ Steel cutting & welding fabrication 

+ Chlorine line repairs & installation 

¿2 Traveling screen repairs & installation 

i£ Ship hull inspections 

4: Underwater recovery 

і, Photos & videos of projects 
using R.O.V. and drone 

| 27' safe boat 

1› 10,000 Ib crane 


Меш ЕЕ“ МЕБ) 


COMMERCIAL l MUNERAL | INSUSTRIAL 


Spring Grove, IL 
847.293.8465 
www.ndiversusa.com 
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Chemical/Polymer 
Feed Equipment 


AdEdge Water Technologies, LLC 

Duluth, GA 

866-823-3343 e 678-835-0052 e Fax: 678-835-0057 
soles@adedgetechnologies.com 

www.adedgetech.com 

Ad on page 114 


AllChem Performance Products 
Gainesville, FL 

352-333-7327 e Fax: 866-343-1216 
horizon@allchem.com 
www.horizonwater.com 


Blue-White 


Industries, Ltd. 
Blue-White Industries 
Huntington Beach, CA 
714-893-8529 e Fax: 714-894-9492 
sales@blue-white.com 
www. blue-white.com 
Ad on page 2 


DRYCAKE 

Vancouver, BC 

Canada 

877-379-2253 © 604-535-2238 
soles@drycake.com 
www.drycake.com 


Eagle Microsystems, Inc. 

Pottstown, PA 

800-780-8636 e 610-323-2250 e Fax: 610-323-0114 
info@eaglemicrosystems.com 
www.eaglemicrosystems.com 


Force Flow 

Concord, CA 

925-686-6700 e Fax: 925-686-6713 
info@forceflow.com 
www.forceflowscales.com 

Ad on page 95 


Hawkins Water Treatment Group 

Roseville, MN 

800-328-5460 © 612-331-6910 © Fax: 612-331-5304 
laura.eilek@hawkinsinc.com 

www.hawkinsinc.com 


LMI Pumps 

Ivyland, РА 

800-564-1097 © 215-293-0401 e Fax: 215-293-0445 
info@|mipumps.com 

www.lmipumps.com 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 e 585-426-0990 e Fax: 585-426-4025 
mail@jescoamerica.com 

www.lutzjescoamerica.com 


Milton Roy 

Ivyland, PA 

877-786-7298 e Fax: 800-693-4295 
webinfo@miltonroy.com 
www.milfonroy.com 


Park Process 

Houston, TX 

855-511-7275 e 713-849-7124 e Fax: 713-937-4254 
adobbs@park-usa.com 

www. parkprocess.com 
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Peabody Engineering & Supply Inc. 
Corona, CA 

800-473-2263 e 951-734-7711 
soles@4peabody.com 
www.4peabody.com 


ProMinent Fluid Controls, Inc. 
Pittsburgh, PA 

412-787-2484 
marketing-us@prominent.com 
Www. prominent.us 


Pulsafeeder 

Punta Gorda, FL 

800-333-6677 e 941-575-3800 Fax: 941-575-4085 
kreid@idexcorp.com 

www.pulsatron.com 


Red Valve Co. / Tideflex Technologies 
Carnegie, PA 

412-279-0044 e Fax: 412-279-7878 
sales@redvalve.com 

www.redvalve.com 

Ad on page 116 


SAF-T-FLO Chemical Injection 

Anaheim, CA 

800-957-2383 © 714-632-3013 © Fax: 714-632-3350 
info@saftflo.com 

www.satttlo.com 

Ad on page 43 


SEEPEZ. 


ALL THINGS FLOW 
SEEPEX Inc. 

Enon, OH 

937-864-7150 e Fax: 937-864-7157 
sales.us@seepex.com 
WWW.seepex.com 

Ad on page 71 


USP Technologies (formally US Peroxide) 
Atlanta, GA 

877-346-4262 e 404-352-6070 e Fax: 404-352-6077 
info@usptechnologies.com 

www.usptechnologies.com 


Watson-Marlow Fluid Technology Group 
Wilmington, MA 

800-282-8823 © 978-658-6168 

info@wmttg.us 

www.wmftg.com 

Ad on page 17 


Chemicals 


AllChem Performance Products 
Gainesville, FL 

352-333-7327 © Fax: 866-343-1216 
horizon@allchem.com 
www.horizonwater.com 


Anue Water Technologies 
Tucker, GA 

760-727-2683 
tchandler@anuewater.com 
Wwww.anuewater.com 


Byo-Gon, Inc. 

Charleston, SC 

888-296-4661 e 843-822-3415 e Fax: 843-606-6318 
info@byogon.com 

www.byogon.com 

Ad on page 113 


CEI - Carbon Enterprises Inc. 
Circleville, OH 

800-344-5770 e Fax: 888-204-9656 
info@ceicompanies.com 

www. ceifiltration.com 


Clean Water Technology, Inc. 
Los Angeles, CA 

310-380-4648 
info@cleanwatertechnology.com 
www.cleanwatertechnology.com 


Enterprise Specialty Products 
Laurens, SC 

864-984-7700 e Fax: 864-984-2241 
sales@enterprisesp.com 
www.enterprisesp.com 


FUJIFILM Wako Chemicals U.S.A. Corporation 
Richmond, VA 

877-714-1920 e 804-714-1920 e Fax: 804-271-7791 
wkuslabchem@wakousa.com 

www.wakousa.com 


Hach 

Loveland, CO 

800-227-4224 © 970-669-3050 
orders@hach.com 
www.hach.com 


Hawkins Water Treatment Group 

Roseville, MN 

800-328-5460 © 612-331-6910 © Fax: 612-331-5304 
laura. eilek@hawkinsinc.com 

www.hawkinsinc.com 


International Dioxcide / ERCO Worldwide 
North Kingstown, RI 

401-295-8800 © Fax: 401-295-7108 
idiclo2.com 


Lovibond Tintometer 

Sarasota, FL 

800-922-5242 e 941-756-6410 © Fax: 941-727-9654 
sales@tintometer.us 

www.lovibond.us 

Ad on page 63 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 e 585-426-0990 © Fax: 585-426-4025 
mail@jescoamerica.com 

www.lutzjescoamerica.com 


Simple Solutions Distributing 

West Milford, NJ 

800-667-8465 e 973-846-7817 e Fax: 973-858-0219 
sales@industrialodorcontrol.com 
www.industrialodorcontrol.com 

Ad on page 113 


USP Technologies (formally US Peroxide) 
Atlanta, GA 

877-346-4262 e 404-352-6070 e Fax: 404-352-6077 
info@usptechnologies.com 

www.usptechnologies.com 


Chlorination/ 


Dechlorination Equipment 


AllChem Performance Products 
Gainesville, FL 

352-333-7327 © Fax: 866-343-1216 
horizon@allchem.com 
www.horizonwater.com 


Blue-White 


Industries, Ltd 
Blue-White Industries 
Huntington Beach, CA 
714-893-8529 e Fax: 714-894-9492 
sales@blue-white.com 
www. blue-white.com 
Ad on page 2 


ChemScan, Inc. 

Waukesha, WI 

800-665-7133 e 262-717-9500 e Fax: 262-717-9530 
info@chemscan.com 

www.chemscan.com 

Ad on page 91 


Eagle Microsystems, Inc. 

Pottstown, PA 

800-780-8636 e 610-323-2250 © Fax: 610-323-0114 
info@eaglemicrosystems.com 
www.eaglemicrosystems.com 


Force Flow 

Concord, CA 

925-686-6700 © Fax: 925-686-6713 
info@forceflow.com 
www.forceflowscales.com 

Ad on page 95 


Hach 

Loveland, CO 

800-227-4224 e 970-669-3050 
orders@hach.com 
www.hach.com 


Halogen Valve Systems, Inc. 

Tustin, CA 

877-476-4222 e 949-261-5030 e Fax: 949-261-5033 
info@halogenvalve.com 

www.halogenvalve.com 


Hawkins Water Treatment Group 

Roseville, MN 

800-328-5460 © 612-331-6910 © Fax: 612-331-5304 
laura.eilek@hawkinsinc.com 

www.hawkinsinc.com 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 e 585-426-0990 © Fax: 585-426-4025 
mail@jescoamerica.com 

www. lutzjescoamerica.com 


Pulsafeeder 

Punta Gorda, FL 

800-333-6677 e 941-575-3800 e Fax: 941-575-4085 
kreid@idexcorp.com 

www.pulsatron.com 


SAF-T-FLO Chemical Injection 

Anaheim, CA 

800-957-2383 e 714-632-3013 e Fax: 714-632-3350 
info@saftflo.com 

www.safttlo.com 

Ad on page 43 


Wastewater Depot, LLC 
Batavia, OH 

513-732-0129 e Fax: 513-735-1485 
info@wastewaterdepot.com 
www.wastewaterdepot.com 

Ad on page 109 


Watson-Marlow Fluid Technology Group 
Wilmington, MA 

800-282-8823 e 978-658-6168 

info@wmttg.us 

www.wmftg.com 

Ad on page 17 


www.tpomag.com/annual-directory 


Chlorine Emergency 
Shutoff Systems 


Your Partner in Safety 
Halogen Valve Systems, Inc. 
Tustin, CA 
877-476-4222 e 949-261-5030 e Fax: 949-261-5033 
info halogenvalve.com 
www.halogenvalve.com 


Clarifier/Digester/ 
Tank Cleaning 


Dee 
JPCI Services 

Mesa, AZ 

480-986-1212 

info@jpciservices.com 

www. jpciservices.com 


eg 
Solutions 
Kationx Corp. 

Orlando, FL 

Lakeland, FL 

863-937-3040 e Fax: 863-937-7392 
info@kationx.com 

www.kationx.com 


dim te ET 


[ignes 
es 
U.S. SUBMERGENT 
TECHNOLOGIES 
U.S. Submergent Technologies 
Winter Park, FL 
844-765-7866 


info@ussubmergent.com 
www.ussubmergent.com 


Clarifiers 


AMWELL, A Div. of McNish Corp. 
North Aurora, IL 

630-898-6900 e Fax: 630-898-6901 
phaizman@amwell-inc.com 
www.amwell-inc.com 


Aqseptence Group, Inc. - Johnson Screens 

New Brighton, MN 

800-833-9473 © 651-636-3900 e Fax: 651-638-3171 
charles. flansburg@aqseptence.com 
www.jahnsonscreens.com 


ClearStream Environmental, Inc. 
Sandy, UT 

801-676-1890 e Fax: 801-676-1893 
mark.h@clearstreameng.com 
www.clearstreameng.com 


Evoqua Water Technologies LLC 
Pittsburgh, PA 

800-466-7873 © 724-772-0044 
WWW.evoqua.com 


ulcan 


THE PROVEN SCREEN CHOICE 


Manufacturing 


screening and headworks 
equipment for over 42 years 
with over 2,000 installations. 


_ r— engineering for 
KS Wes a better world 
GEA 
GEA Group 
Northvale, NJ 
800-722-6622 e 201-767-3900 e Fax: 201-767-3901 


info.wsus@gea.com 
www.gea.com 


Headworks International, Inc. 
Houston, TX 

713-647-6667 e Fax: 713-647-0999 
hw@headworksintl.com 
www.headworksintl.com 


Lakeside Equipment Corporation 
Bartlett, IL 

630-837-5640 e Fax: 630-837-5647 
sales@lakeside-equipment.com 
www.lakeside-equipment.com 

Ad on page 3 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 © Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Parkson Corporation 

Ft. Lauderdale, FL 

888-727-5766 e Fax: 954-974-6182 
technology@parkson.com 
www.parkson.com 


vulcanindustries.com 


212 South Kirlin Street 
Missouri Valley, lowa 51555 USA 
(712) 642-2755 


Smith & Loveless, Inc. 

Lenexa, KS 

800-898-9122 e 913-888-5201 © Fax: 913-888-2173 
answers@smithandloveless.com 
www.smithandloveless.com 


SUEZ Water Technologies & Solutions 
Trevose, PA 

215-355-3300 

www.suezwatertechnologies.com 

Ad on page 39 


Walker Process Equipment, A Div. of McNish Corp. 
Aurora, IL 

630-892-7921 e Fax: 630-892-7951 

walker. process@walker-process.com 
www.walker-process.com 


Wastewater Depot, LLC 
Batavia, OH 

513-732-0129 e Fax: 513-735-1485 
info@wastewaterdepot.com 
www.wastewaterdepot.com 

Ad on page 109 


WesTech Engineering 

Salt Lake City, UT 

801-265-1000 © Fax: 801-265-1080 
info@westech-inc.com 
www.westech-inc.com 


Specified by Top Performing 
Wastewater Plants Since 1975 


tpomag.com May 2019 69 


tpo ag ANNUAL COMPANY DIRECTORY 


Coagulants/Flocculants/ 
Flocculators 


Aqseptence Group, Inc. - Johnson Screens 

New Brighton, MN 

800-833-9473 © 651-636-3900 e Fax: 651-638-3171 
charles.flansburg@aqseptence.com 
www.johnsonscreens.com 


Hawkins Water Treatment Group 

Roseville, MN 

800-328-5460 © 612-331-6910 © Fax: 612-331-5304 
laura.eilek@hawkinsinc.com 

www.hawkinsinc.com 


International Dioxcide / ERCO Worldwide 
North Kingstown, RI 

401-295-8800 © Fax: 401-295-7108 
idiclo2.com 


Park Process 

Houston, TX 

855-511-7275 © 713-849-7124 e Fax: 713-937-4254 
adobbs@park-usa.com 

www. parkprocess.com 


Coatings/Linings/Sealants 


AmTech Tank Lining & Repair 
Plymouth, NH 

888-839-0373 e Fax: 603-947-9500 
info@amtechtanklining.com 
www.amtechtanklining.com 

Ad on page 87 


Communication Equipment 


ProComSol, Ltd 

Lakewood, OH 

877-221-1551 e 216-221-1550 e Fax: 216-221-1554 
salesprocomsol.com 

www.procomsol.com 


Composting Equipment/ 
Systems 


BDP Industries, Inc. 
Greenwich, NY 

518-695-6851 e Fax: 518-695-5417 
dan@bdpindustries.com 
www.bdpindustries.com 

Ad on page 57 


Brown Bear Corporation 
Corning, IA 

641-322-4220 e Fax: 641-322-3527 
soles@brownbearcorp.com 
www.brownbearcorp.com 

Ad on page 52 


Kuhn North America, Inc. 
Brodhead, WI 

608-897-2131 © Fax: 608-897-2561 
chris.searles@kuhn.com 
www.kuhnnorthamerica.com 

Ad on page 73 


70 TREATMENT PLANT OPERATOR 


Lystek International Inc. 
Cambridge, ON 

Canada 

888-501-6508 © 226-444-0186 
info@lystek.com 
www.lystek.com 


Roto-Mix, LLC 

Dodge City, KS 

620-225-1142 e Fax: 620-225-6370 
info@rotomix.com 

www.rotomix.com 

Ad on page 107 


Compressors 


Aerzen 

Coatesville, PA 
610-380-0244 
gerzen@aerzenusa.com 
www.cerzen.com/en-us/ 
Ad on page 15 


APG-Neuros 

Blainville, QC 

Canada 

866-592-9482 © 450-939-0799 e Fax: 450-939-2115 
sales@apg-neuros.com 

WWww.apg-neuros.com 


Gardner Denver Inc. 

Quincy, IL 

866-428-4890 e Fox: 217-221-8780 
www.gardnerdenver.com/gdproducts 
Ad on page 59 


Confined Space Entry 


AmTech Tank Lining & Repair 
Plymouth, NH 

888-839-0373 e Fax: 603-947-9500 
info@amtechtanklining.com 
www.amtechtanklining.com 

Ad on page 87 


ENMET 

Ann Arbor, MI 

800-521-2978 © 734-761-1270 € Fax: 734-761-1229 
infoQenmet.com 

www.enmet.com 


Milwaukee Rubber Products, Inc. 

Menomonee Falls, WI 

800-325-3730 © 262-781-7888 © Fax: 262-781-1742 
sales@milwaukeerubber.com 
www.milwaukeerubber.com 


Pollardwater 

New Hyde Park, NY 

800-437-1146 e Fax: 516-746-0852 
info@pollardwater.com 
www.pollardwater.com 

Ad on page 115 


RKI Instruments, Inc. 

Union City, CA 

800-754-5165 © 510-441-5656 e Fax: 510-441-5650 
orders@rkiinstruments.com 

www.tkiinstruments.com 


U.S. Submergent Technologies 
Winter Park, FL 

844-765-7866 
info@ussubmergent.com 
www.ussubmergent.com 


Consulting/Engineering/ 
Design Services 


AdEdge Water Technologies, LLC 

Duluth, GA 

866-823-3343 © 678-835-0052 © Fax: 678-835-0057 
sales@adedgetechnologies.com 

www.adedgetech.com 

Ad on page 114 


Amtech Drives, Inc. 

Atlanta, GA 

710-469-5240 e Fax: 770-469-5241 
info@amtechdrives.com 
www.amtechdrives.com 


Environmental Coatings LLC 
Mesa, AZ 

480-984-7608 
info@sewershield.com 
www.sewershield.com 


Gardner Denver Inc. 

Quincy, IL 

866-428-4890 e Fax: 217-221-8780 
www.gardnerdenver.com /gdproducts 
Ad on page 59 


Hydromantis Environmental 
Software Solutions, Inc. 

Hamilton, ON 

Canada 

905-522-0012 e Fax: 905-522-0031 
info@hydromantis.com 
www.hydromantis.com 


Kohler Power Systems 
Kohler, WI 

800-544-2444 e 920-457-444] 
www.kohlerpower.com 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 e 585-426-0990 e Fax: 585-426-4025 
mail@jescoamerica.com 

www.lutzjescoamerica.com 


Philadelphia Gear - A Timken Brand 

King of Prussia, PA 

800-766-5120 e 610-265-3000 e Fax: 610-337-5637 
info@philagear.com 

www.philagear.com 


Tesco Controls, Inc. 
Sacramento, CA 
916-395-8800 
sales@tescocontrols.com 
https: //tescocontrols.com 


Control/Electrical Panels 
KH 
Aerzen 

Coatesville, PA 

610-380-0244 

aerzen@aerzenusa.com 

www.derzen.com/en-us/ 

Ad on page 15 


Amtech Drives, Inc. 

Atlanta, GA 

770-469-5240 © Fax: 770-469-5241 
info@amtechdrives.com 
www.amtechdrives.com 


Atlas Copco Compressors 
Rock Hill, SC 

866-546-3588 
info@atlascopcousa.com 
WWW.atlascopco.us 

Ad on page 25 


DSI Dynamatic 

Sturtevant, WI 

800-548-2169 e 262-554-7977 e Fax: 262-554-7041 
soles@dynamatic.com 

www.dynamatic.com 


ElectroSwitch Corporation 
Weymouth, MA 
781-335-5200 
info@electroswitch.com 
www.electroswitch.com 


Ld 
fluence’ 
Fluence Corporation 
Golden Valley, MN 
800-879-3677 e 763-746-9278 
info@fluencecorp.com 
www.fluencecorp.com 
Ad on page 17 


GR 
GORMAN-RUPP 
PUMPS 


Gorman-Rupp Company 
Mansfield, OH 

419-755-1011 e Fax: 419-755-1251 
grsales@gormanrupp.com 
www.GRpumps.com 

Ad on page 37 


Philadelphia Gear - A Timken Brand 

King of Prussia, PA 

800-766-5120 e 610-265-3000 e Fax: 610-337-5637 
info@philagear.com 

www.philagear.com 


ih PRIMEX. 


PRIMEX 

Detroit Lakes, MN 

218-847-1317 © Fax: 218-847-4617 
info@primexcontrols.com 
Wwww.primexcontrols.com 


Schneider Electric / Square D 
Knightdale, NC 

919-266-3761 
www.schneider-electric.us 


Tesco Controls, Inc. 
Sacramento, CA 
916-395-8800 
sales@tescocontrols.com 
https: //tescocontrols.com 


WEG Electric Corp 
Duluth, GA 
800-275-4934 
info-us@weg.net 
www.weg.net/us 


www.tpomag.eom/annual-directory 


Controllers 


Amtech Drives, Inc. 

Atlanta, GA 

770-469-5240 e Fax: 770-469-5241 
info@amtechdrives.com 
www.amtechdrives.com 


Burkert Fluid Control Systems 

Huntersville, NC 

800-325-1405 e 704-504-4440 e Fax: 949-223-3198 
marketing-usa@burkert.com 

www. burkert-usa.com 


Chromalox 

Pittsburgh, PA 

800-443-2640 e 412-967-3800 e Fax: 412-967-5148 
sales@chromalox.com 

www.chromalox.com 


Cla-Val 

Costa Mesa, CA 

800-942-6326 e 949-722-4800 
info@clo-val.com 
www.cla-val.com 


Eagle Microsystems, Inc. 

Pottstown, PA 

800-780-8636 © 610-323-2250 e Fax: 610-323-0114 
info@eaglemicrosystems.com 
www.eaglemicrosystems.com 


Emerson Automation Solutions, Power & Water 
Pittsburgh, PA 

800-445-9723 e 412-963-4804 
powerwater@emerson.com 

www.emerson.com/water 


SEEPEZ. 


ALL THINGS FLOW 


INTRODUCING 


Force Flow 

Concord, CA 

925-686-6700 e Fax: 925-686-6713 
info@forceflow.com 
www.forceflowscales.com 

Ad on page 95 


GR 
GORMAN-RUPP 
PUMPS 


Gorman-Rupp Company 
Mansfield, OH 

419-755-1011 e Fax: 419-755-1251 
grsales@gormanrupp.com 
www.GRpumps.com 

Ad on page 37 


Hach 

Loveland, CO 

800-227-4224 e 970-669-3050 
orders@hach.com 
www.hach.com 


Harwil Corporation 

Oxnard, CA 

800-562-2447 e 805-988-6800 e Fax: 805-988-6804 
orders@harwil.com 

www.harwil.com 


Hayward Flow Control 
Clemmons, NC 

888-429-4635 © 336-712-9900 
hfcsales@hayward.com 
www.haywardflowcontrol.com 


BRAVO 


CHEMICAL METERING SYSTEMS 


SEEPEX’s BRAVO Chemical Metering 


BENEFITS 


Liberty Pumps 

Bergen, NY 

800-543-2550 e 585-494-1817 © Fax: 585-494-1839 
liberty@libertypumps.com 

www.libertypumps.com 


LMI Pumps 

Ivyland, РА 

800-564-1097 e 215-293-0401 © Fax: 215-293-0445 
info@|mipumps.com 

www.lmipumps.com 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 e 585-426-0990 e Fax: 585-426-4025 
mail@jescoamerica.com 

www.lutzjescoamerica.com 


Systems provide maximum reliability and e Simplified design reduces installation 


whole process control. These modular and 


and operating costs 


scalable systems incorporate * Less chemical use due to minimal pulsation 


progressive cavity Intelligent Metering s NSF/ANSI 61 certified progressive cavity pumps 
Pumps and are the most flexible solution * Single source for pumps and controls 


for disinfection, pH control and 
flocculation in your industry. 


For more information visit: 
www.seepexsales.com/go/bravo 


PMC Engineering 

Danbury, (Т 

203-792-8686 e Fax: 203-743-2051 
sales@pmcl om 

www.pmcl .com 


ih PRIMEX. 


PRIMEX 

Detroit Lakes, MN 

218-847-1317 e Fax: 218-847-4617 
info@primexcontrols.com 
Www.primexcontrols.com 


RKI Instruments, Inc. 

Union City, CA 

800-754-5165 e 510-441-5656 © Fax: 510-441-5650 
orders@rkiinstruments.com 

www.tkiinstruments.com 


Schneider Electric / Square D 
Knightdale, NC 

919-266-3761 
www.schneider-electric.us 


Siemens Process Instrumentation 
Harleysville, PA 

800-365-8766 ext: 4519 
piabusales.industry@siemens.com 
www.usa.siemens.com/pi 


Sierra Instruments, Inc. 

Monterey, CA 

800-866-0200 e 831-373-0200 e Fax: 831-373-4402 
info@sierrainstruments.com 

www.sierrainstruments.com 


Visit us at 
AWWA ACE 19 
Booth #4223 


SEEPEX Inc. 
sales.us@seepex.com 
T +1 937 864-7150 
www.seepex.com 
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Thermal Edge Inc. 

Irving, TX 

688-580-0202 e 972-580-0200 e Fax: 972-580-0202 
thermalinfo@thermal-edge.com 

www.thermaledge.com 


Van London Co. 

Houston, TX 

800-522-7920 © 832-456-6641 e Fax: 832-456-6642 
info@vanlondon.com 

www.vanlondon.com 


WEG Electric Corp 
Duluth, GA 
800-275-4934 
info-us@weg.net 
www.weg.net/us 


YSI, a Xylem brand 
Yellow Springs, OH 
800-765-4974 e 937-767-7241 
info@ysi.com 

www.ysi.com 

Ad on page 97 


Conveyors 
ЕС 
CleanTek Water Solutions 

Fridley, MN 

866-929-7773 

info@cleantekwater.com 

www.cleantekwater.com 


DRYCAKE 

Vancouver, BC 

Canada 

877-379-2253 e 604-535-2238 
soles@drycake.com 
www.drycake.com 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 ® Fax: 973-366-3193 
soles@jdvequipment.com 
www.jdvequipment.com 

Ad on page 8 


Parkson Corporation 

Н. Lauderdale, FL 

888-727-5766 e Fax: 954-974-6182 
technology@parkson.com 
www.parkson.com 


Philadelphia Gear - A Timken Brand 

King of Prussia, PA 

800-766-5120 e 610-265-3000 e Fax: 610-337-5637 
info@philagear.com 

www.philagear.com 


ScreenCo Systems LLC 
Genesee, ID 

208-790-8770 
soles@screencosystems.com 
www.screencosystems.com 
Ad on page 113 


Vulcan Industries, Inc. 
Missouri Valley, IA 

712-642-2755 e Fax: 712-642-4256 
sales@vulcanindustries.com 
www.vulcanindustries.com 

Ad on page 69 
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Corrosion Instrumentation/ 
Protection 


JPCI Services 
Mesa, AZ 
480-986-1212 
info@pciservices.com 
www.jpciservices.com 


Covers/Domes 


ClearSpan Fabric Structures 
South Windsor, CT 

866-643-1010 

info@clearspan.com 
www.clearspan.com 

Ad on page 61 


Environetics, Inc. 

Lockport, IL 

815-838-8331 © Fax: 815-838-8336 
info@environeticsinc.com 
www.environeticsinc.com 


Industrial & Environmental Concepts, Inc. 
Lakeville, MN 

952-240-3321 

anderson@ieccovers.com 

WWW.ieccovers.com 

Ad on page 113 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fax: 973-366-3193 
soles@jdvequipment.com 
www.jdvequipment.com 

Ad on page 8 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 e Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Walker Process Equipment, A Div. of McNish Corp. 
Aurora, IL 

630-892-7921 © Fax: 630-892-7951 
walker.process@walker-process.com 
www.walker-process.com 


Cranes/Hoists/Winches 


Philadelphia Gear - A Timken Brand 

King of Prussia, PA 

800-766-5120 © 610-265-3000 Fax: 610-337-5637 
info@philagear.com 

www.philagear.com 


Cybersecurity 


Emerson Automation Solutions, Power & Water 
Pittsburgh, PA 

800-445-9723 © 412-963-4804 
powerwater@emerson.com 

www.emerson.com/water 


Data Loggers/Management 


Badger Meter 

Milwaukee, WI 
877-243-1010 
infocentral@badgermeter.com 
www.badgermeter.com 


Hydromantis Environmental 
Software Solutions, Inc. 

Hamilton, ON 

Canada 

905-522-0012 e Fax: 905-522-0031 
info@hydromantis.com 
www.hydromantis.com 


Keller America Inc. 

Newport News, VA 

877-253-5537 e 757-596-6680 e Fax: 757-596-6659 
sales@kelleramerica.com 

www.kelleramerica.com 

Ad on page 35 


PMC Engineering 

Danbury, (Т 

203-792-8686 e Fax: 203-743-2051 
sales@pmcl .com 

www.pmcl .com 


RKI Instruments, Inc. 

Union City, CA 

800-754-5165 e 510-441-5656 © Fax: 510-441-5650 
orders@rkiinstruments.com 

www.tkiinstruments.com 


Seametrics 

Seametrics 

Kent, WA 

800-975-8153 © 253-872-0284 e Fax: 253-872-0285 
info@seamettics.com 

Www.seametrics.com 


Sensaphone® 

Aston, PA 

855-807-1887 
contact@sensaphone.com 
www.sensaphone.com 


Dealer/Distributor 
EH 
Harwil Corporation 

Oxnard, CA 

800-562-2447 e 805-988-6800 Fax: 805-988-6804 
orders@harwil.com 

www.harwil.com 


Defoamers 


Enterprise Specialty Products 
Lourens, SC 

864-984-7700 © Fax: 864-984-2241 
sales@enterprisesp.com 
www.enterprisesp.com 


Hawkins Water Treatment Group 

Roseville, MN 

800-328-5460 e 612-331-6910 © Fax: 612-331-5304 
laura. eilek@hawkinsinc.com 

www.hawkinsinc.com 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fax: 973-366-3193 
sales@jdvequipment.com 
www.jdvequipment.com 

Ad on page 8 


Desalination Equipment 


KCH Engineered Systems 
Forest City, NC 
828-245-9836 
khankinson@kchservices.com 
www. kchservices.com 


SAF-T-FLO Chemical Injection 

Anaheim, CA 

800-957-2383 e 714-632-3013 e Fax: 714-632-3350 
info@safttlo.com 

www.saftflo.com 

Ad on page 43 


SUEZ Water Technologies & Solutions 
Trevose, PA 

215-355-3300 

www.suezwatertechnologies.com 

Ad on page 39 


Detection Equipment 


Eagle Microsystems, Inc. 

Pottstown, PA 

800-780-8636 e 610-323-2250 © Fax: 610-323-0114 
info@eaglemicrosystems.com 
www.eaglemicrosystems.com 


Diffusers 
EE 
American Pleasure Products, Inc. 

Rose City, MI 

989-685-2697 e Fax: 989-685-8484 
info@aquacycleusa.com 

www.aquacycleusa.com 

Ad on page 77 


Aqua-Aerobic Systems, Inc. 

Loves Park, IL 

800-940-5008 e 815-654-2501 e Fax: 815-654-2508 
solutions@aqua-aerobic.com 

www.aque-derobic.com 

Ad on page 29 


Aquarius Technologies, LLC 
Saukville, WI 

262-268-1500 
www.aquariustechnologies.com 


Environmental Dynamics International 
Columbia, MO 

573-474-9456 
edi.marketing@environmentaldynamics.com 
www.wastewater.com 


' 
fluence- 
Fluence Corporation 
Golden Valley, MN 
800-879-3677 e 763-746-9278 
info@fluencecorp.com 
www.fluencecorp.com 
Ad on page 17 


Red Valve Co. / Tideflex Technologies 
Carnegie, PA 

412-279-0044 e Fax: 412-279-7878 
sales@redvalve.com 

www.tedvalve.com 

Ad on page 116 


www.tpomag.com/annual-directory 


SSI Aeration, Inc. 
Poughkeepsie, NY 

845-454-8171 © Fax: 845-454-8049 
info@ssiaeration.com 
www.ssideration.com 

Ad on page 65 


Wastewater Depot, LLC 
Batavia, OH 

513-732-0129 e Fax: 513-735-1485 
info@wastewaterdepot.com 
www.wastewaterdepot.com 

Ad on page 109 


Digesters 
—rrFFsIrrnr r 
Aquarius Technologies, LLC 

Saukville, WI 

262-268-1500 

www.aquariustechnologies.com 


Capstone Turbine Corporation 

Van Nuys, CA 

800-422-7786 € 818-734-5300 e Fax: 818-734-5385 
marketing@capstoneturbine.com 
www.copstoneturbine.com 


Centrisys /CNP 
Kenosha, WI 
262-654-6006 
marketing@centrisys.us 
www.centrisys.com 

Ad on page 49 


ClearStream Environmental, Inc. 
Sandy, UT 

801-676-1890 e Fax: 801-676-1893 
mark. h@clearstreameng.com 
www.clearstreameng.com 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fax: 973-366-3193 
soles@jdvequipment.com 
www.jdvequipment.com 

Ad on page 8 


Ostara Nutrient Recovery Technologies 
Vancouver, BC 

Canada 

604-408-6697 

info@ostara.com 

www.ostara.com 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 e Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Pick Heaters, Inc. 

West Bend, WI 

262-338-1191 e Fax: 262-338-8489 
info] @pickheaters.com 
www.pickheaters.com 


RKI Instruments, Inc. 

Union City, CA 

800-754-5165 e 510-441-5656 © Fax: 510-441-5650 
orders@rkiinstruments.com 

www.tkiinstruments.com 


Shand & Jurs 
Hillside, IL 
708-236-6000 e Fax: 708-236-6006 
soles@litechnologies.com 
www.litechnologies.com 


Sierra Environmental Technologies, LLC 
Wildwood, MO 

636-273-5189 © Fax: 636-273-4509 
dnokes@setodorcontrol.com 
www.setodorcontrol.com 


SSI Aeration, Inc. 
Poughkeepsie, NY 

845-454-8171 © Fax: 845-454-8049 
info@ssiaeration.com 
www.ssiaeration.com 

Ad on page 65 


The Spencer Turbine Company 
Windsdor, CT 

860-688-8361 
soles@spencer-air.com 
www.spencerturbine.com 


USP Technologies (formally US Peroxide) 
Atlanta, GA 

877-346-4262 € 404-352-6070 e Fax: 404-352-6077 
info@usptechnologies.com 

www.usptechnologies.com 


Walker Process Equipment, A Div. of McNish Corp. 


Aurora, IL 

630-892-7921 © Fax: 630-892-7951 
walker. process@walker-process.com 
www.walker-process.com 


WesTech Engineering 

Salt Lake City, UT 

801-265-1000 e Fox: 801-265-1080 
info@westech-inc.com 
www.westectrinc.com 


Disinfection Equipment/ 
Systems 


AllChem Performance Products 
Gainesville, FL 

352-333-7327 © Fax: 866-343-1216 
horizon@allchem.com 
www.horizonwater.com 


Evoqua Water Technologies LLC 
Pittsburgh, PA 

800-466-7873 © 724-772-0044 
www.evoqua.com 


Force Flow 

Concord, CA 

925-686-6700 e Fax: 925-686-6713 
info@forceflow.com 
www.forceflowscales.com 

Ad on page 95 


Halogen Valve Systems, Inc. 

Tustin, CA 

877-476-4222 © 949-261-5030 © Fax: 949-261-5033 
info@halogenvalve.com 

www.halogenvalve.com 


Hawkins Water Treatment Group 

Roseville, MN 

800-328-5460 © 612-331-6910 © Fax: 612-331-5304 
laura.eilek@hawkinsinc.com 

www.hawkinsinc.com 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 e Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


ProMinent Fluid Controls, Inc. 
Pittsburgh, PA 

412-787-2484 
marketing-us@prominent.com 
Www.prominent.us 


SAF-T-FLO Chemical Injection 

Anaheim, CA 

800-957-2383 e 714-632-3013 e Fax: 714-632-3350 
info@saftflo.com 

www.safttlo.com 

Ad on page 43 


Wastewater Depot, LLC 
Batavia, OH 

513-732-0129 e Fax: 513-735-1485 
info@wastewaterdepot.com 
www.wastewaterdepot.com 

Ad on page 109 


Dissolved Air Flotation 
(DAF) 


Clean Water Technology, Inc. 
Los Angeles, CA 

310-380-4648 
info@cleanwatertechnology.com 
www.cleanwatertechnology.com 


ClearStream Environmental, Inc. 
Sandy, UT 

801-676-1890 e Fax: 801-676-1893 
mark.h@clearstreameng.com 
www.clearstreameng.com 


Headworks International, Inc. 
Houston, TX 

713-647-6667 e Fax: 713-647-0999 
hw@headworksintl.com 
www.headworksintl.com 


Trident Processes LLC 
Abbotsford, BC 

Canada 

800-799-3740 e 604-330-2500 
info@tridentprocesses.com 

https: //tridentprocesses.com 


WesTech Engineering 

Salt Lake City, UT 

801-265-1000 e Fax: 801-265-1080 
info@westech-inc.com 
www.westech-inc.com 


E — 
SUPERIOR MIXING OF "mme 


RC 200 SERIES reeL mixers 


* Open-Concept Helix" Reel — faster, more 
consistent mixing with improved load leveling 
and less compaction of compostable materials 


* Heavy-Duty Drive — heavier chains with larger 
countershaft and bearings provide added 
strength and extended life 


* Biosolids Augers & Full Stainless Liner (optional) — 


heavy duty for less wear and maximum durability Helix Reel 


Truck, trailer and stationary models | 500 - 950 cu. ft. capacities 


KuhnNorthAmerica.com 


Cal dealer today! Find one near you by tir 
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Diving Service 


Dredges 


Bio-Nomic Services, Inc. 

Belmont, NC 

800-782-6798 e 704-529-0000 e Fax: 704-529-1648 
pf@bio-nomic.com 

www.bio-nomic.com 


Liquid Waste Technology, LLC 


SRS Crisafulli System, Inc. 

Glendive, MT 

800-442-7867 e 406-365-3393 e Fax: 406-365-8088 
srsc@crisafulli.com 

www.crisafullipumps.com 


Drives - Variable Frequency 
(VFD) 


ABB Drives & Controls 
New Berlin, WI 
800-752-0696 
abb.mail@us.abb.com 
www.abb.com/drives 


Amtech Drives, Inc. 

Atlanta, GA 

710-469-5240 e Fax: 770-469-5241 
info@amtechdrives.com 
www.amtechdrives.com 


DSI Dynamatic 

Sturtevant, WI 

800-548-2169 e 262-554-7977 e Fax: 262-554-7041 
sales@dynamatic.com 

www.dynamatic.com 
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KSB, Inc. 

Henrico, VA 

804-222-1818 e Fax: 804-226-6961 
www.ksb.us.com 


Philadelphia Gear - A Timken Brand 

King of Prussia, PA 

800-766-5120 e 610-265-3000 e Fax: 610-337-5637 
info@philagear.com 

www.philagear.com 


Schneider Electric / Square D 
Knightdale, NC 

919-266-3761 
www.schneider-electric.us 


Tesco Controls, Inc. 
Sacramento, CA 
916-395-8800 
salestescocontrols.com 
https: //tescocontrols.com 


WEG Electric Corp 
Duluth, GA 
800-275-4934 
info-us@weg.net 
www.weg.net/us 


Education/ Training 


Activated Carbon Services - PACS 
Coraopolis, PA 

800-367-2587 e 724-457-6576 
henry@pacslabs.com 
www.pacslabs.com 


American Water Works Association 
Denver, CO 

800-926-7337 © 303-794-7711 
service@awwa.org 

www.awwa.org 

Ad on page 47 


Aqua-Aerobic Systems, Inc. 

Loves Park, IL 

800-940-5008 © 815-654-2501 e Fax: 815-654-2508 
solutions@aqua-cerobic.com 

www.aquo-derobic.com 

Ad on page 29 


Cla-Val 

Costa Mesa, CA 

800-942-6326 e 949-722-4800 
info@clo-val.com 
www.dawal.com 


Clean Water Technology, Inc. 
Los Angeles, CA 

310-380-4648 
info@cleanwatertechnology.com 
www.cleanwatertechnology.com 


Hach 

Loveland, CO 

800-227-4224 € 970-669-3050 
orders@hach.com 
www.hach.com 


Hydromantis Environmental 
Software Solutions, Inc. 

Hamilton, ON 

Canada 

905-522-0012 © Fax: 905-522-0031 
info@hydromantis.com 
www.hydromantis.com 


North Carolina Rural Water Association 
Welcome, NC 

336-731-6963 © Fax: 336-731-8589 
info@ncrwa.com 

Wwww.ncrwd.com 


Electrical Equipment 


Amtech Drives, Inc. 

Atlanta, GA 

770-469-5240 © Fax: 770-469-5241 
info@amtechdrives.com 
www.amtechdrives.com 


Capstone Turbine Corporation 

Van Nuys, CA 

800-422-7786 e 818-734-5300 e Fax: 818-734-5385 
marketing @capstoneturbine.com 
www.capstoneturbine.com 


DSI Dynamatic 

Sturtevant, WI 

800-548-2169 e 262-554-7977 e Fax: 262-554-7041 
sales@dynamatic.com 

www.dynamatic.com 


ElectroSwitch Corporation 
Weymouth, MA 
781-335-5200 
info@electroswitch.com 
www.electroswitch.com 


Kohler Power Systems 
Kohler, W 
800-544-2444 e 920-457-444] 
www.kohlerpower.com 


Thermal Edge Inc. 

Irving, TX 

888-580-0202 © 972-580-0200 e Fax: 972-580-0202 
thermalinfo@thermal-edge.com 

www.thermal-edge.com 


Enclosure Air Conditioners 


Thermal Edge Inc. 

Irving, TX 

888-580-0202 e 972-580-0200 e Fax: 972-580-0202 
thermalinfo@thermal-edge.com 

www.thermal-edge.com 


Enclosures 


Amtech Drives, Inc. 

Atlanta, GA 

770-469-5240 © Fax: 770-469-5241 
info@amtechdrives.com 
www.amtechdrives.com 


ClearSpan Fabric Structures 
South Windsor, CT 

866-643-1010 

info@clearspan.com 
www.clearspan.com 

Ad on page 61 


Pepperl+Fuchs 

Twinsburg, OH 

330-425-3555 e Fax: 330-425-4607 
sales@us.pepperlfuchs.com 

www. pepperl-fuchs.com 


Schneider Electric / Square D 
Knightdale, NC 

919-266-3761 
www.schneider-electric.us 


Tesco Controls, Inc. 
Sacramento, CA 
916-395-8800 
sales@tescocontrols.com 
https://tescocontrols.com 


Thermal Edge Inc. 

Irving, TX 

888-580-0202 e 972-580-0200 e Fax: 972-580-0202 
thermalinfo@thermal-edge.com 

www.thermal-edge.com 


Unison Solutions, Inc. 

Dubuque, ІА 

563-585-0967 e Fax: 563-585-0970 
sales@unisonsolutions.com 
WWW.unisonsolutions.com 


Wastewater Depot, LLC 
Batavia, OH 

513-732-0129 e Fax: 513-735-1485 
info@wastewaterdepot.com 
www.wastewaterdepot.com 

Ad on page 109 


Energy Management 


26 Energy Inc. 
St. Augustine, FL 
904-579-3217 
info@2g-energy.com 
www. 2g-energy.com 


Amtech Drives, Inc. 

Atlanta, GA 

770-469-5240 © Fax: 770-469-5241 
info@amtechdrives.com 
www.amtechdrives.com 


Centrisys /CNP 
Kenosha, WI 
262-654-6006 
marketing@centrisys.us 
www.centrisys.com 

Ad on page 49 


ElectroSwitch Corporation 
Weymouth, MA 
781-335-5200 
info@electroswitch.com 
www.electroswitch.com 


Emerson Automation Solutions, Power & Water 
Pittsburgh, PA 

800-445-9723 e 412-963-4804 
powerwater@emerson.com 

www.emerson.com/water 


Environmental Dynamics International 
Columbia, MO 

573-474-9456 
edi.marketing@environmentaldynamics.com 
www.wastewater.com 


Hydromantis Environmental 
Software Solutions, Inc. 

Hamilton, ON 

Canada 

905-522-0012 e Fax: 905-522-0031 
info@hydromantis.com 
www.hydromantis.com 


www.tpomadg.com/annual-directory 


Kohler Power Systems 
Kohler, WI 

800-544-2444 e 920-457-444] 
www.kohlerpower.com 


Lystek International Inc. 
Cambridge, ON 

Canada 

888-501-6508 © 226-444-0186 
info@lystek.com 
www.lystek.com 


North Carolina Rural Water Association 
Welcome, NC 

336-731-6963 e Fax: 336-731-8589 
info@ncrwa.com 

WWW.ncrwa.com 


Sierra Instruments, Inc. 

Monterey, CA 

800-866-0200 e 831-373-0200 e Fax: 831-373-4402 
info@sierrainstruments.com 

www.sierrainstruments.com 


Thermal Edge Inc. 

Irving, TX 

688-580-0202 e 972-580-0200 e Fax: 972-580-0202 
thermalinfo@thermal-edge.com 

www.thermaledge.com 


Epoxy Coatings 


Environmental Coatings LLC 
Mesa, AZ 

480-984-7608 
info@sewershield.com 
www.sewershield.com 


Fibre Optic Pipeline 
Detection/Perimeter Security 


Hawk Measurement 

Lawrence, MA 

888-429-5538 © 978-304-3000 © Fax: 978-304-1462 
info@hawkmeasure.com 

www.hawkmeasure.com 


Filter Media 


Activated Carbon Services - PACS 
Coraopolis, PA 

800-367-2587 © 724-457-6576 
henry@pacslabs.com 
www.pacslabs.com 


AdEdge Water Technologies, LLC 

Duluth, GA 

866-823-3343 e 678-835-0052 e Fax: 678-835-0057 
soles@adedgetechnologies.com 

www.adedgetech.com 

Ad on page 114 


Anue Water Technologies 
Tucker, GA 

760-727-2683 
tchandler@anuewater.com 
Www.anuewater.com 


CEI - Carbon Enterprises Inc. 
Cirdeville, OH 

800-344-5770 e Fax: 888-204-9656 
info@ceicompanies.com 

www. ceifiltration.com 


KS Komline- 
Sanderson 
Komline-Sanderson 

Peapack, NJ 

800-225-5457 e 908-234-1000 © Fax: 908-234-9487 
info@komline.com 

www.komline.com 


Ad on page 28 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 e Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Sierra Environmental Technologies, LLC 
Wildwood, MO 

636-273-5189 © Fax: 636-273-4509 
dnokes@setodorcontrol.com 
www.setodorcontrol.com 


Simple Solutions Distributing 

West Milford, NJ 

800-667-8465 © 973-846-7817 © Fax: 973-858-0219 
sales@industrialodorcontrol.com 
www.industrialodorcontrol.com 

Ad on page 113 


Thermal Edge Inc. 

Irving, TX 

888-580-0202 © 972-580-0200 Fax: 972-580-0202 
thermalinfo@thermal-edge.com 

www.thermal-edge.com 


TIGG, LLC 
Oakdale, PA 
724-403-3020 
soles@tigg.com 
www.tigg.com 
Ad on page 75 


Water Warriors, Inc. 

1776 Mentor Ave. 

Cincinnati, OH 45212 

859-629-2236 
schamberland@waterwarriorssolutions.com 
www.waterwarriorsbiomedia.com 


Filters 


Simple Solutions Distributing 

West Milford, NJ 

800-667-8465 © 973-846-7817 © Fax: 973-858-0219 
sales@industrialodorcontrol.com 
www.industrialodorcontrol.com 

Ad on page 113 


Filters - Membrane 


Anue Water Technologies 
Tucker, GA 

760-727-2683 
tchandler@anuewater.com 
Www.anuewater.com 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 e Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Schwing Bioset, Inc. 

Somerset, WI 

844-246-7381 © 715-247-3433 e Fax: 715-247-3438 
marketing@schwingbioset.com 

www.schwingbioset.com 


SUEZ Water Technologies & Solutions 
Trevose, PA 

215-355-3300 

www.suezwatertechnologies.com 

Ad on page 39 


Filters - Sand & Gravel 


CEI - Carbon Enterprises Inc. 
Circleville, OH 

800-344-5770 e Fax: 888-204-9656 
info@ceicompanies.com 

www. ceifiltration.com 


Parkson Corporation 

Ft. Lauderdale, FL 

888-727-5766 e Fax: 954-974-6182 
technology@parkson.com 
www.parkson.com 


Smith & Loveless, Inc. 

Lenexa, KS 

800-898-9122 © 913-888-5201 © Fax: 913-888-2173 
answers@smithandloveless.com 
www.smithandloveless.com 


Filters - Trickling 


AMWELL, A Div. of McNish Corp. 
North Aurora, IL 

630-898-6900 © Fax: 630-898-6901 
phaizman@amwell-inc.com 
www.amwell-inc.com 


Walker Process Equipment, A Div. of McNish Corp. 
Aurora, IL 

630-892-7921 © Fax: 630-892-7951 

walker. process@walker-process.com 
www.walker-process.com 


Filtration Equipment/ 
Systems 


AdEdge Water Technologies, LLC 

Duluth, GA 

866-823-3343 © 678-835-0052 e Fax: 678-835-0057 
sales@adedgetechnologies.com 

www.adedgetech.com 

Ad on page 114 


Alfa Laval 

Richmond, VA 

866-253-2528 
customerservice.usa@alfalaval.com 
www.alfalaval.us 


Anue Water Technologies 
Tucker, GA 

760-727-2683 
tchandler@anuewater.com 
Www.anuewater.com 


Aqseptence Group, Inc. - Johnson Screens 

New Brighton, MN 

800-833-9473 e 651-636-3900 e Fax: 651-638-3171 
charles. flansburg@aqseptence.com 

www. johnsonscreens.com 
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Сро- ТТ 


A 


AQUA-AEROBIC 
SYSTEMS, INC. 


Aqua-Aerobic Systems, Inc. 

Loves Park, IL 

800-940-5008 e 815-654-2501 e Fax: 815-654-2508 
solutions@aqua-aerobic.com 

www.aquo-aerobic.com 

Ad on page 29 


BDP Industries, Inc. 
Greenwich, NY 

518-695-6851 e Fax: 518-695-5417 
dan@bdpindustries.com 
www.bdpindustries.com 

Ad on page 57 


CEI - Carbon Enterprises Inc. 
Circleville, OH 

800-344-5770 e Fax: 888-204-9656 
info@ceicompanies.com 

www. ceifiltration.com 


Environmental Dynamics International 
Columbia, MO 

573-474-9456 
edi.marketing@environmentaldynamics.com 
www.wastewater.com 


Evoqua Water Technologies LLC 
Pittsburgh, PA 

800-466-7873 © 724-772-0044 
Wwww.evoqud.com 


Flottweg Separation Technology, Inc. 
Independence, KY 

859-448-2331 e Fax: 859-448-2333 
soles@flottweg.net 

www-flottweg.com 


HUBER Technology, Inc. 
Huntersville, NC 
704-949-1010 © Fax: 704-949-1020 
marketing@hhusa.net 
www.huberforum.net 
Ad on page 7 

mL 
231 АКЕЅІРЕ 


EQUIPMENT CORPORATION 


Lakeside Equipment Corporation 
Bartlett, IL 

630-837-5640 e Fax: 630-837-5647 
soles@lakeside-equipment.com 
www.lakeside-equipment.com 

Ad on page 3 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 © Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Park Process 

Houston, TX 

855-511-7275 © 713-849-7124 e Fax: 713-937-4254 
adobbs@park-usa.com 

www. parkprocess.com 
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Parkson Corporation 

Ft. Lauderdale, FL 

888-727-5766 e Fax: 954-974-6182 
technology@parkson.com 
www.parkson.com 


Pollardwater 

New Hyde Park, NY 

800-437-1146 e Fax: 516-746-0852 
info@pollardwater.com 
www.pollardwater.com 

Ad on page 115 


Rain for Rent 
Bakersfield, CA 
800-742-7246 
info@rainforrent.com 
www.rainforrent.com 


ScreenCo Systems LLC 
Genesee, ID 

208-790-8770 
sales@screencosystems.com 
www.screencosystems.com 
Ad on page 113 


Simple Solutions Distributing 

West Milford, NJ 

800-667-8465 © 973-846-7817 © Fax: 973-858-0219 
sales@industrialodorcontrol.com 
www.industrialodorcontrol.com 

Ad on page 113 


Smith & Loveless, Inc. 

Lenexa, KS 

800-898-9122 © 913-888-5201 © Fax: 913-888-2173 
answers@smithandloveless.com 
www.smithandloveless.com 


SSI Aeration, Inc. 
Poughkeepsie, NY 

845-454-8171 © Fax: 845-454-8049 
info@ssiaeration.com 
www.ssiaeration.com 

Ad on page 65 


Sure Flow Products, LLC 

Wixom, Ml 

248-380-3569 © Fox: 248-380-3568 
soles@sureflowproducts.com 
www.flowmetersource.com 


Thermal Edge Inc. 

Irving, TX 

888-580-0202 © 972-580-0200 Fax: 972-580-0202 
thermalinfo@thermal-edge.com 

www.thermal-edge.com 


TIGG, LLC 
Oakdale, PA 
724-403-3020 
soles@tigg.com 
www.tigg.com 
Ad on page 75 


WesTech Engineering 

Salt Lake City, UT 

801-265-1000 e Fax: 801-265-1080 
info@westech-inc.com 
www.westech-inc.com 


Flow Conditioners 
> VORTAB 


COMPANY 


FCI - Fluid Components International 

San Marcos, СА 

800-854-1993 e 760-744-6950 e Fax: 760-736-6250 
eflow@fluidcomponents.com 

www.fluidcomponents.com 


Flow/Level Switches 


FCI - Fluid Components International 

San Marcos, CA 

800-854-1993 e 760-744-6950 e Fax: 760-736-6250 
eflow@fluidcomponents.com 

www.fluidcomponents.com 


Flowmeters 


Badger Meter 

Milwaukee, WI 
877-243-1010 
infocentral@badgermeter.com 
www.badgermeter.com 


Blue-White 


Blue-White Industries 
Huntington Beach, CA 

714-893-8529 e Fax: 714-894-9492 
sales@blue-white.com 

www. bluewhite.com 

Ad on page 2 


Burkert Fluid Control Systems 

Huntersville, NC 

800-325-1405 e 704-504-4440 e Fax: 949-223-3198 
marketing-usa@burkert.com 

www. burkertusa.com 


ChemScan, Inc. 

Waukesha, WI 

800-665-7133 e 262-717-9500 e Fax: 262-717-9530 
info@chemscan.com 

www.chemscan.com 

Ad on page 91 


Endress+Hauser [Zi] 


Endress+Hauser 

Greenwood, IN 

888-363-7377 e Fax: 317-535-8498 
info@us.endress.com 
www.us.endress.com 


FL FLUID COMPONENTS 


e INTERNATIONAL LLC 
FCI - Fluid Components International 

San Marcos, CA 

800-854-1993 e 760-744-6950 e Fax: 760-736-6250 
eflow@fluidcomponents.com 

www.fluidcomponents.com 


Greyline Instruments 
Largo, FL 

613-938-8956 
info@greyline.com 
www.greyline.com 

Ad on page 85 


Harwil Corporation 

Oxnard, CA 

800-562-2447 © 805-988-6800 © Fax: 805-988-6804 
orders@harwil.com 

www.harwil.com 


Hawk Measurement 

Lawrence, MA 

888-429-5538 © 978-304-3000 © Fax: 978-304-1462 
info@hawkmeasure.com 

www.hawkmeasure.com 


LMI Pumps 

Ivyland, PA 

800-564-1097 © 215-293-0401 © Fax: 215-293-0445 
info@|mipumps.com 

www.Imipumps.com 


Seametrics 

Seametrics 

Kent, WA 

800-975-8153 e 253-872-0284 e Fax: 253-872-0285 
info@seamettics.com 

www.seamettics.com 


Siemens Process Instrumentation 
Harleysville, PA 

800-365-8766 ext: 4519 
piabusales.industry@siemens.com 
www.usa.siemens.com/pi 


PA 
S| SIERRA 
e - 


Sierra Instruments, Inc. 

Monterey, CA 

800-866-0200 e 831-373-0200 e Fax: 831-373-4402 
info@sierrainstruments.com 


www.sierrainstruments.com 


FOG Controls 


i 4 
Anue Water Technologies 

Tucker, 6A 

760-727-2683 

tchandler@anuewater.com 

Wwww.anuewater.com 


Byo-Gon, Inc. 

Charleston, SC 

888-296-4661 e 843-822-3415 e Fax: 843-606-6318 
info@byogon.com 

www.byogon.com 

Ad on page 113 


Clean Water Technology, Inc. 
Los Angeles, CA 

310-380-4648 
info@cleanwatertechnology.com 
www.cleanwatertechnology.com 


Duke: Root Control, Inc. 

Syracuse, NY 

800-447-6687 e 315-472-4781 © Fax: 315-475-4203 
lynn@dukes.com 

www.dukes.com 


www.tpomag.com/annual-directory 


FAT remis 
Solutions 
Kationx Corp. 

Orlando, FL 

Lakeland, FL 

863-937-3040 e Fax: 863-937-7392 
info@kationx.com 

www.kationx.com 


Sierra Environmental Technologies, LLC 
Wildwood, MO 

636-273-5189 e Fax: 636-273-4509 
dnokes@setodorcontrol.com 
www.setodorcontrol.com 


FOG Screening 
ШЕ Enviro-Care 


А WAMGROUP" Company 

Soon to be SAVECO" North Americo, Inc, 
Enviro-Care Company 
Gurnee, IL 
815-636-8306 
ecsales@enviro-care.com 
WWw.enviro-care.com 
Ad on page 4 


Gas Monitors/Detection 


Analytical Technology, Inc. 

Collegeville, PA 

800-959-0299 e 610-917-0991 e Fax: 610-917-0992 
soles@analyticaltechnology.com 
www.analyticaltechnology.com 

Ad on page 5 


Eagle Microsystems, Inc. 

Pottstown, PA 

800-780-8636 e 610-323-2250 e Fax: 610-323-0114 
info@eaglemicrosystems.com 
www.eaglemicrosystems.com 


ENMET 

Ann Arbor, MI 

800-521-2978 e 734-761-1270 © Fax: 734-761-1229 
infoQenmet.com 

www.enmet.com 


Hawkins Water Treatment Group 

Roseville, MN 

800-328-5460 e 612-331-6910 © Fax: 612-331-5304 
laura.eilek@hawkinsinc.com 

www.hawkinsinc.com 


um 
MILWAUKEE RUBBER PRODUCTS 


Milwaukee Rubber Products, Inc. 

Menomonee Falls, WI 

800-325-3730 © 262-781-7888 © Fax: 262-781-1742 
sales@milwaukeerubber.com 
www.milwaukeerubber.com 


Pollardwater 

New Hyde Park, NY 

800-437-1146 e Fax: 516-746-0852 
info@pollardwater.com 
www.pollardwater.com 

Ad on page 115 


Praxair, Inc. 

Burr Ridge, IL 

800-772-9247 e 716-879-4077 e Fax: 630-320-4458 
info@praxair.com 

Wwww.praxair.com/wastewater 


RKI Instruments, Inc. 

Union City, CA 

800-754-5165 e 510-441-5656 e Fax: 510-441-5650 
orders@rkiinstruments.com 

www.tkiinstruments.com 


Sierra Instruments, Inc. 

Monterey, CA 

800-866-0200 © 831-373-0200 e Fax: 831-373-4402 
info@sierrainstruments.com 

www.sierrainstruments.com 


Sure Flow Products, LLC 

Wixom, Ml 

248-380-3569 e Fox: 248-380-3568 
soles@sureflowproducts.com 
www.flowmetersource.com 


Gates/Weirs/Flumes/ 
Booms/Baffles 


Alfa Laval 

Richmond, VA 

866-253-2528 
customerservice.usa@alfalaval.com 
www.alfalaval.us 


Environetics, Inc. 

Lockport, IL 

815-838-8331 © Fax: 815-838-8336 
info@environeticsinc.com 
www.environeticsinc.com 


Gauges 

Е F: 
АМЕТЕК Drexelbrook 

Horsham, РА 

215-674-1234 e Fax: 215-674-2731 
drexelbrook.info@ametek.com 

www.drexelbrook.com 


Endress+Hauser EJ 


Endress+Hauser 

Greenwood, IN 

888-363-7377 e Fax: 317-535-8498 
info@us.endress.com 
www.us.endress.com 


Hawk Measurement 

Lawrence, MA 

888-429-5538 e 978-304-3000 e Fax: 978-304-1462 
info@hawkmeasure.com 

www.hawkmeasure.com 


Keller America Inc. 

Newport News, VA 

877-253-5537 e 757-596-6680 e Fax: 757-596-6659 
sales@kelleramerica.com 

www.kelleramerica.com 

Ad on page 35 


Milwaukee Rubber Products, Inc. 

Menomonee Falls, WI 

800-325-3730 e 262-781-7888 e Fax: 262-781-1742 
sales@milwaukeerubber.com 
www.milwaukeerubber.com 


MoistTech Corp. 

Sarasota, FL 

941-727-1800 e Fax: 941-727-1810 
info@moisttech.com 
www.moisttech.com 


PMC Engineering 

Danbury, CT 

203-792-8686 © Fax: 203-743-2051 
sales@pmcl .com 

www.pmcl .com 


Pollardwater 

New Hyde Park, NY 

800-437-1146 © Fax: 516-746-0852 
info@pollardwater.com 
www.pollardwater.com 

Ad on page 115 


Shand & Jurs 

Hillside, IL 

708-236-6000 e Fax: 708-236-6006 
sales@litechnologies.com 
www.litechnologies.com 


Gears/Gearboxes 


PHILADELPHIA 
GEAR 
Philadelphia Gear - A Timken Brand 
King of Prussia, PA 
800-766-5120 e 610-265-3000 e Fax: 610-337-5637 
info@philagear.com 
www.philagear.com 


Generators 


26 Energy Inc. 
St. Augustine, FL 
904-579-3217 
info@2g-energy.com 
www. 2g-energy.com 


Capstone Turbine Corporation 

Van Nuys, CA 

800-422-7786 e 818-734-5300 e Fax: 818-734-5385 
marketing @capstoneturbine.com 
www.capstoneturbine.com 


Duryea Technologies 
Reading, PA 

484-277-7137 
info@duryeatech.com 
www.duryeatechnologies.com 


For Work On Treatment Ponds and Lagoons. 


* 8' x 12' platform 
• Approximate weight 550165 
e Approximate capacity 1400165 


* 23" diameter aluminum pontoons - 
#5052 x .080 wall thickness 


* Heavy duty outboard motor mount for 
small gasoline or electric motors 


OPTIONS: 

> Battery box with solar charger 

> Boarding ladder 

> 1000-Ib. capacity crane 

> Galvanized trailer 

> Life ring 

> Pivot arms (Used to secure barge to 
aerator tubes when service is being 
performed on diffuser drop tubes.) 


* Vinyl decking for easy clean up 
* Heavy duty protective hand rail 
with 1/4 rail spacers 
* Protective lower rail 
(keeps tools on board) 


* Safety chains 
* Welded lifting eyes at each corner 


ROSE CITY, MI 
INFOGAQUACYCLEUSA.COM 
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Kohler Power Systems 
Kohler, WI 

800-544-2444 e 920-457-4441 
www.kohlerpower.com 


Philadelphia Gear - A Timken Brand 

King of Prussia, PA 

800-766-5120 610-265-3000 e Fax: 610-337-5637 
info@philagear.com 

www.philagear.com 


Sunbelt Rentals 

Fort Mill, SC 
800-736-2504 
www.sunbeltrentals.com 


WEG Electric Corp 
Duluth, GA 
800-275-4934 
info-us@weg.net 
www.weg.net/us 


Geomembranes/ 
Geosynthetics 


AGRU America, Inc. 

Georgetown, SC 

800-373-2478 e 843-546-0600 e Fax: 843-546-0516 
solesmkg@agruamerica.com 

Wwww.agruamerica.com 


Environetics, Inc. 

Lockport, IL 

815-838-8331 © Fax: 815-838-8336 
info@environeticsinc.com 

Www. environeticsinc.com 


Industrial & Environmental Concepts, Inc. 
Lakeville, MN 

952-240-3321 

anderson@ieccovers.com 

www.ieccovers.com 

Ad on page 113 


Grating/Handrails/Ladders 


Peabody Engineering & Supply Inc. 
Corona, CA 

800-473-2263 ® 951-734-7711 
soles@4peabody.com 
www.4peabody.com 


Grease Removal Equipment 


Anue Water Technologies 
Tucker, GA 

760-727-2683 
tchandler@anuewater.com 
Www.anuewater.com 


Byo-Gon, Inc. 

Charleston, SC 

888-296-4661 e 843-822-3415 e Fax: 843-606-6318 
info byogon.com 

www.byogon.com 

Ad on page 113 


Clean Water Technology, Inc. 
Los Angeles, CA 

310-380-4648 
info@cleanwatertechnology.com 
www.cleanwatertechnology.com 
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Solutions 
Kationx Corp. 
Orlando, FL 
Lakeland, FL 
863-937-3040 © Fax: 863-937-7392 
info@kationx.com 
www.kationx.com 


KCH Engineered Systems 
Forest City, NC 
828-245-9836 
khankinson@kchservices.com 
www.kchservices.com 


Sierra Environmental Technologies, LLC 
Wildwood, MO 

636-273-5189 © Fax: 636-273-4509 
dnokes@setodorcontrol.com 
www.setodorcontrol.com 


Vaughan Company, Inc. 

Montesano, WA 

888-249-2467 e 360-249-4042 e Fax: 360-249-6155 
info@chopperpumps.com 

www.chopperpumps.com 

Ad on page 23 


Walker Process Equipment, A Div. of McNish Corp. 
Aurora, IL 

630-892-7921 e Fax: 630-892-7951 
walker.process@walker-process.com 
www.walker-process.com 


Grinders/Shredders 


Boerger, LLC 

Chanhassen, MN 

612-435-7300 e Fax: 612-435-7301 
america@boerger.com 
www.boerger.com 


NOV 

Houston, TX 
346-223-3000 
industrial@nov.com 
www.nov.com industrial 


SEEPEX Inc. 

Enon, OH 

937-864-7150 e Fox: 937-864-7157 
sales.us@seepex.com 
WWW.seepex.com 

Ad on page 71 


Grit Handling/ 
Removal/Hauling 


AMWELL, A Div. of McNish Corp. 
North Aurora, IL 

630-898-6900 e Fax: 630-898-6901 
phaizman@amwell-inc.com 
www.amwell-inc.com 


Aqseptence Group, Inc. - Johnson Screens 

New Brighton, MN 

800-833-9473 © 651-636-3900 e Fax: 651-638-3171 
charles. flansburg@agseptence.com 
www.johnsonscreens.com 


CleanTek Water Solutions 
Fridley, MN 

866-929-7773 
info@cleantekwater.com 
www.cleantekwater.com 


DRYCAKE 
Vanderbeken Enterprises Ltd, 

DRYCAKE 

Vancouver, BC 

Canada 

877-379-2253 e 604-535-2238 

sales@drycake.com 

www.drycake.com 


Enviro-Care Company 
Gurnee, IL 

815-636-8306 
ecsales@enviro-care.com 
WWw.enviro-care.com 

Ad on page 4 


HUBER Technology, Inc. 
Huntersville, NC 

704-949-1010 • Fax: 704-949-1020 
marketing@hhusa.net 
www.huberforum.net 

Ad on page 7 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fax: 973-366-3193 
sales@jdvequipment.com 
www.jdvequipment.com 

Ad on page 8 


ASS LAKESIDE 


EQUIPMENT CORPORATION 


Ge 
= = 
= = 
== 


— 


Lakeside Equipment Corporation 
Bartlett, IL 

630-837-5640 e Fax: 630-837-5647 
sales@lakeside-equipment.com 
www.lakeside-equipment.com 

Ad on page 3 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 e Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


- 
=) PARK 
"e PROCESS 
Park Process 
Houston, ТА 
855-511-7275 e 713-849-7124 e Fax: 713-937-4254 
adobbs@park-usa.com 
www. parkprocess.com 


p, 

f РАХХО 
— bag it right 

Paxxo 

Newnan, GÀ 

770-502-0055 e Fax: 770-502-0088 
cp@paxxo.com 
WWW.pOXXO.com 


Red Valve Co. / Tideflex Technologies 
Carnegie, PA 

412-279-0044 e Fax: 412-279-7878 
sales@redvalve.com 

www.redvalve.com 

Ad on page 116 


U.S. SUBMERGENT 


TECHNOLOGIES 
U.S. Submergent Technologies 
Winter Park, FL 
844-765-7866 
info@ussubmergent.com 
www.ussubmergent.com 


c 


SP Technologies (formally US Peroxide) 
Atlanta, GÀ 

717-346-4262 e 404-352-6070 e Fax: 404-352-6077 
info@usptechnologies.com 

www.usptechnologies.com 


со 


Vulcan Industries, Inc. 
Missouri Valley, IA 

712-642-2755 e Fax: 712-642-4256 
sales@vulcanindustries.com 
www.vulcanindustries.com 

Ad on page 69 


Walker Process Equipment, A Div. of McNish Corp. 
Aurora, IL 

630-892-7921 e Fax: 630-892-7951 

walker. process@walker-process.com 
www.walker-process.com 


WEMCO Pumps 

Salt Lake City, UT 

801-359-8731 

wsp@mail.weir 

www. global. weir /businesses /weirspecialty-pumps 


Groundwater 
Remediation/Treatment 


AdEdge Water Technologies, LLC 

Duluth, GA 

866-823-3343 e 678-835-0052 e Fax: 678-835-0057 
sales@adedgetechnologies.com 

www.adedgetech.com 

Ad on page 114 


Bio-Nomic Services, Inc. 

Belmont, NC 

800-782-6798 e 704-529-0000 e Fax: 704-529-1648 
pf@bio-nomic.com 

www.bio-nomic.com 


CEI - Carbon Enterprises Inc. 
Circleville, OH 

800-344-5770 e Fax: 888-204-9656 
info@ceicompanies.com 
www.ceifiltration.com 


CHEMetrics, Inc. 

Midland, VA 

800-356-3072 e 540-788-9026 © Fax: 540-788-4856 
marketing@chemetrics.com 

www.chemetrics.com 


www.tpomag.eom/annual-directory 


' 
fluence 
Fluence Corporation 
Golden Valley, MN 
800-879-3677 e 763-746-9278 
info@fluencecorp.com 
www.fluencecorp.com 
Ad on page 17 


KCH Engineered Systems 
Forest City, NC 
828-245-9836 
khankinson@kchservices.com 
www.kchservices.com 


TIGG, LLC 
Oakdale, PA 
724-403-3020 
soles@tigg.com 
www.tigg.com 
Ad on page 75 


Headworks 


Aqseptence Group, Inc. - Johnson Screens 

New Brighton, MN 

800-833-9473 © 651-636-3900 e Fax: 651-638-3171 
charles.flansburg@aqseptence.com 
www.johnsonscreens.com 


f Aqualitec 


Aqualitec Corp. 
los Angeles, CA 
855-650-2214 
info@aqualitec.com 
www.aqudlitec.com 


~ 

CleanTek 
p WATER SOLUTIONS 

CleanTek Water Solutions 

Fridley, MN 

866-929-7773 

info@cleantekwater.com 

www.cleantekwater.com 


DRYCAKE 

Vancouver, BC 

Canada 

877-379-2253 e 604-535-2238 
soles@drycake.com 
www.drycake.com 


ШЕ Enviro-Care 


А WAMGROUP' Company 
$ооп ю be SAVECO North America, Inc, 


Enviro-Care Company 
Gurnee, IL 

815-636-8306 
ecsales@enviro-care.com 
WWW.enviro-care.com 

Ad on page 4 


Headworks International, Inc. 
Houston, TX 

713-647-6667 ® Fax: 713-647-0999 
hw@headworksintl.com 
www.headworksintl.com 


TECHNOLOGY 


WASTE WATER Solutions 


HUBER Technology, Inc. 
Huntersville, NC 

704-949-1010 © Fax: 704-949-1020 
marketing@hhusa.net 
www.huberforum.net 

Ad on page 7 


International Dioxcide / ERCO Worldwide 


North Kingstown, RI 
401-295-8800 e Fax: 401-295-7108 
idiclo2.com 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fax: 973-366-3193 
soles@jdvequipment.com 
www.jdvequipment.com 

Ad on page 8 


AZ LAKESIDE 


EQUIPMENT CORPORATION 


Lakeside Equipment Corporation 
Bartlett, IL 

630-837-5640 ® Fax: 630-837-5647 
sales@lakeside-equipment.com 
www.lakeside-equipment.com 

Ad on page 3 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 e Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Parkson Corporation 

Ft. Lauderdale, FL 

888-727-5766 e Fax: 954-974-6182 
technology@parkson.com 
www.parkson.com 


E РАХХО 


— bag it right 
Paxxo 
Newnan, GA 
770-502-0055 e Fax: 770-502-0088 
cp@paxxo.com 


WWW.paxxo.com 


USP Technologies (formally US Peroxide) 
Atlanta, GA 
877-346-4262 © 404-352-6070 e Fax: 404-352-6077 
info@usptechnologies.com 
www.usptechnologies.com 


Vulcan Industries, Inc. 
Missouri Valley, IA 

712-642-2755 e Fax: 712-642-4256 
sales@vulcanindustries.com 
www.vulcanindustries.com 

Ad on page 69 


WesTech Engineering 

Salt Lake City, UT 

801-265-1000 e Fax: 801-265-1080 
info@westech-inc.com 
www.westectrinc.com 


Heat Exchangers 


Alfa Laval 

Richmond, VA 

866-253-2528 
customerservice.usa@alfalaval.com 
www.alfalaval.us 


Chromalox 

Pittsburgh, PA 

800-443-2640 e 412-967-3800 © Fax: 412-967-5148 
sales@chromalox.com 

www.chromalox.com 


So”. 
CleanTek 
ef WATER SOLUTIONS 


CleanTek Water Solutions 
Fridley, MN 

866-929-7773 
info@cleantekwater.com 
www.cleantekwater.com 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fox: 973-366-3193 
sales@jdvequipment.com 
www.jdvequipment.com 

Ad on page 8 


NOV 

Houston, TX 
346-223-3000 
industrial nov.com 
wun mov сот / industrial 


Parker Boiler Co. 

Los Angeles, CA 

323-727-9800 e Fax: 323-722-2848 
mleeming@parkerboiler.com 
www.parkerboiler.com 

Ad on page 83 


Pick Heaters, Inc. 

West Bend, WI 

262-338-1191 e Fax: 262-338-8489 
info @pickheaters.com 
www.pickheaters.com 


Sierra Environmental Technologies, LLC 
Wildwood, MO 

636-273-5189 e Fax: 636-273-4509 
dnokes@setodorcontrol.com 
www.sefodorcontrol.com 


Sunbelt Rentals 

Fort Mill, SC 
800-736-2504 
www.sunbeltrentals.com 


Thermal Edge Inc. 

Irving, TX 

888-580-0202 © 972-580-0200 e Fax: 972-580-0202 
thermalinfo@thermal-edge.com 

www.thermaledge.com 


Walker Process Equipment, A Div. of McNish Corp. 
Aurora, IL 

630-892-7921 e Fax: 630-892-7951 

walker. process@walker-process.com 
www.walker-process.com 


Heat Trace Systems 


Chromalox 

Pittsburgh, PA 

800-443-2640 © 412-967-3800 © Fax: 412-967-5148 
sales@chromalox.com 

www.chromalox.com 


Hose/Tubing 


MILWAUKEE RUBBER PRODUCTS 

Milwaukee Rubber Products, Inc. 

Menomonee Falls, WI 

800-325-3730 © 262-781-7888 © Fax: 262-781-1742 
salesmilwaukeerubber.com 
www.milwaukeerubber.com 


SRS Crisafulli System, Inc. 

Glendive, MT 

800-442-7867 © 406-365-3393 © Fax: 406-365-8088 
srsc@crisafulli.com 

www.crisafullipumps.com 


Sunbelt Rentals 

Fort Mill, SC 
800-736-2504 
www.sunbeltrentals.com 


Watson-Marlow Fluid Technology Group 
Wilmington, MA 

800-282-8823 e 978-658-6168 

info@wmttg.us 

www.wmftg.com 

Ad on page 17 


Instrumentation - 
Analytical 


Activated Carbon Services - PACS 
Coraopolis, PA 

800-367-2587 e 724-457-6576 
henry@pacslabs.com 
www.pacslabs.com 


AMETEK Drexelbrook 

Horsham, PA 

215-674-1234 © Fax: 215-674-2731 
drexelbrook.info@ametek.com 
www.drexelbrook.com 
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Analytical Technology, Inc. 

Collegeville, PA 

800-959-0299 © 610-917-0991 © Fax: 610-917-0992 
soles@analyticaltechnology.com 
www.analyticaltechnology.com 

Ad on page 5 


Burkert Fluid Control Systems 

Huntersville, NC 

800-325-1405 e 704-504-4440 e Fax: 949-223-3198 
marketing-usa@burkert.com 

www. burkertusa.com 


CHEMetrics, Inc. 

Midland, VA 

800-356-3072 e 540-788-9026 e Fax: 540-788-4856 
marketing@chemetrics.com 

www.chemetrics.com 


ChemScan, Inc. 

Waukesha, WI 

800-665-7133 © 262-717-9500 e Fax: 262-717-9530 
info@chemscan.com 

www.chemscan.com 

Ad on page 91 


Eagle Microsystems, Inc. 

Pottstown, PA 

800-780-8636 e 610-323-2250 e Fax: 610-323-0114 
info@eaglemicrosystems.com 
www.eaglemicrosystems.com 


Endress+Hauser EJ 


Endress+Hauser 

Greenwood, IN 

888-363-7377 e Fax: 317-535-8498 
info@us.endress.com 
www.us.endress.com 


(HACH) 
Be Right" 

Hach 

Loveland, CO 

800-227-4224 e 970-669-3050 


orders@hach.com 
www.hach.com 


LaMotte Company 

Chestertown, MD 

800-344-3100 e 410-778-3100 © Fax: 410-778-6394 
mkt@lamotte.com 

www.lamotte.com 


Lovibond Tintometer 

Sarasota, FL 

800-922-5242 © 941-756-6410 e Fax: 941-727-9654 
soles@tintometer.us 

www. lovibond.us 

Ad on page 63 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 e 585-426-0990 e Fax: 585-426-4025 
mail@jescoamerica.com 

www.lutzjescoamerica.com 


MoistTech Corp. 

Sarasota, FL 

941-727-1800 © Fax: 941-727-1810 
info@moisttech.com 
www.moisttech.com 
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ProMinent Fluid Controls, Inc. 
Pittsburgh, PA 

412-787-2484 
marketing-us@prominent.com 
Www. prominent.us 


Sensaphone® 

Aston, PA 

855-807-1887 
contact@sensaphone.com 
www.sensaphone.com 


Sensorex 

Garden Grove, CA 
714-895-4344 
info@sensorex.com 
WWWw.sensorex.com 


Sierra Instruments, Inc. 

Monterey, CA 

800-866-0200 © 831-373-0200 © Fax: 831-373-4402 
info@sierrainstruments.com 

www.sierrainstruments.com 


Van London Co. 

Houston, TX 

800-522-7920 © 832-456-6641 e Fax: 832-456-6642 
info@vanlondon.com 

www.vanlondon.com 


YSI, a Xylem brand 
Yellow Springs, OH 
800-765-4974 © 937-767-7241 
info@ysi.com 

www.ysi.com 

Ad on page 97 


Instrumentation - 
Level Control 


AMETEK Drexelbrook 

Horsham, PA 

215-674-1234 e Fax: 215-674-2731 
drexelbrook.info@ametek.com 
www.drexelbrook.com 


Burkert Fluid Control Systems 

Huntersville, NC 

800-325-1405 © 704-504-4440 e Fax: 949-223-3198 
marketing-usa@burkert.com 

www. burkertusa.com 


ChemScan, Inc. 

Waukesha, WI 

800-665-7133 © 262-717-9500 e Fax: 262-717-9530 
info@chemscan.com 

www.chemscan.com 

Ad on page 91 


Eagle Microsystems, Inc. 

Pottstown, PA 

800-780-8636 e 610-323-2250 © Fax: 610-323-0114 
info@eaglemicrosystems.com 
www.eaglemicrosystems.com 


Endress+Hauser EJ 


Endress+Hauser 

Greenwood, IN 

888-363-7377 e Fax: 317-535-8498 
info@us.endress.com 
www.us.endress.com 


FCI - Fluid Components International 

San Marcos, CA 

800-854-1993 e 760-744-6950 e Fax: 760-736-6250 
eflow@fluidcomponents.com 

www.fluidcomponents.com 


Harwil Corporation 

Oxnard, CA 

800-562-2447 e 805-988-6800 e Fax: 805-988-6804 
orders@harwil.com 

www.harwil.com 


Hawk Measurement 

Lawrence, MA 

888-429-5538 e 978-304-3000 e Fax: 978-304-1462 
info@hawkmeasure.com 

www.hawkmeasure.com 


Hayward Flow Control 
Clemmons, NC 

888-429-4635 © 336-712-9900 
hfcsales@hayward.com 
www.haywardflowcontrol.com 


Keller America Inc. 

Newport News, VA 

877-253-5537 e 757-596-6680 e Fax: 757-596-6659 
sales@kelleramerica.com 

www.kelleramerica.com 

Ad on page 35 


Peabody Engineering & Supply Inc. 
Corona, СА 

800-473-2263 e 951-734-7711 
sales@4peabody.com 
www.4peabody.com 


PMC Engineering 

Danbury, (Т 

203-792-8686 e Fax: 203-743-2051 
sales@pmcl .com 

www.pmcl .com 


PRIMEX 

Detroit Lakes, MN 

218-847-1317 © Fax: 218-847-4617 
info@primexcontrols.com 
Wwww.primexcontrols.com 


Rain for Rent 
Bakersfield, CA 
800-742-7246 
info@rainforrent.com 
Www.rainforrent.com 


Seatnetric e 


Seametrics 

Kent, WA 

800-975-8153 e 253-872-0284 e Fax: 253-872-0285 
info@seamettics.com 

www.seametrics.com 


Sensaphone® 

Aston, PA 

855-807-1887 
contact@sensaphone.com 
www.sensaphone.com 


Siemens Process Instrumentation 
Harleysville, PA 

800-365-8766 ext: 4519 
piabusales.industry@siemens.com 
www.usa.siemens.com/pi 


Sierra Instruments, Inc. 

Monterey, CA 

800-866-0200 e 831-373-0200 e Fax: 831-373-4402 
info@sierrainstruments.com 

www.sierrainstruments.com 


VEGA Americas, Inc. 

Cincinnati, OH 

800-367-5383 e 513-272-0131 e Fax: 513-272-0133 
americas@vega.com 

Wwww.vega.com 

Ad on page 51 


Instrumentation - 
Process Control 


Aerzen 

Coatesville, PA 
610-380-0244 
aerzen@aerzenusa.com 
www.cerzen.com/en-us/ 
Ad on page 15 


AMETEK Drexelbrook 

Horsham, PA 

215-674-1234 © Fax: 215-674-2731 
drexelbrook.info@ametek.com 
www.drexelbrook.com 


Amtech Drives, Inc. 

Atlanta, GA 

770-469-5240 © Fax: 770-469-5241 
info@amtechdrives.com 
www.amtechdrives.com 


Aqua-Aerobic Systems, Inc. 

Loves Park, IL 

800-940-5008 e 815-654-2501 e Fax: 815-654-2508 
solutions@aqua-aerobic.com 

www.aquo-derobic.com 

Ad on page 29 


www.tpomadg.com/annual-directory 


Badger Meter 

Milwaukee, WI 
877-243-1010 
infocentral@badgermeter.com 
www.badgermeter.com 


Blue-White 


Blue-White Industries 
Huntington Beach, CA 

714-893-8529 e Fax: 714-894-9492 
soles@blue-white.com 

www. blue-white.com 

Ad on page 2 


Burkert Fluid Control Systems 

Huntersville, NC 

800-325-1405 e 704-504-4440 e Fax: 949-223-3198 
marketing-usa@burkert.com 

www. burkertusa.com 


CHEMetrics, Inc. 

Midland, VA 

800-356-3072 © 540-788-9026 e Fax: 540-788-4856 
marketing@chemetrics.com 

www.chemetrics.com 


ChemScan, Inc. 

Waukesha, WI 

800-665-7133 e 262-717-9500 e Fax: 262-717-9530 
into@chemscan.com 

www.chemscan.com 

Ad on page 91 


Eagle Microsystems, Inc. 

Pottstown, PA 

800-780-8636 e 610-323-2250 e Fax: 610-323-0114 
info@eaglemicrosystems.com 
www.eaglemicrosystems.com 


Emerson Automation Solutions, Power & Water 
Pittsburgh, PA 

800-445-9723 © 412-963-4804 
powerwater@emerson.com 

www.emerson.com/water 


Endress+Hauser EJ 


Endress+Hauser 

Greenwood, IN 

888-363-7377 e Fax: 317-535-8498 
info@us.endress.com 
www.us.endress.com 


Environmental Dynamics International 
Columbia, MO 

573-474-9456 
edi.marketing@environmentaldynamics.com 
www.wastewater.com 


FCI - Fluid Components International 

San Marcos, CA 

800-854-1993 e 760-744-6950 e Fax: 760-736-6250 
eflow@fluidcomponents.com 

www.fluidcomponents.com 


Hach 

Loveland, CO 

800-227-4224 e 970-669-3050 
orders@hach.com 
www.hach.com 


Harwil Corporation 

Oxnard, CA 

800-562-2447 e 805-988-6800 e Fax: 805-988-6804 
orders@harwil.com 

www.harwil.com 


Hawk Measurement 

Lawrence, MA 

888-429-5538 © 978-304-3000 e Fax: 978-304-1462 
into@hawkmeasure.com 

www.hawkmeasure.com 


Hydromantis Environmental 
Software Solutions, Inc. 

Hamilton, ON 

Canada 

905-522-0012 © Fax: 905-522-0031 
info@hydromantis.com 
www.hydromantis.com 


IWAKI America 
Holliston, MA 
508-429-1440 
info@iwakiamerica.com 
www.iwakiamerica.com 


Keller America Inc. 

Newport News, VA 

877-253-5537 e 757-596-6680 e Fax: 757-596-6659 
sales@kelleramerica.com 

www.kelleramerica.com 

Ad on page 35 


LaMotte Company 

Chestertown, MD 

800-344-3100 e 410-778-3100 e Fax: 410-778-6394 
mkt@lamotte.com 

www.lamotte.com 


Lovibond Tintometer 

Sarasota, FL 

800-922-5242 e 941-756-6410 © Fax: 941-727-9654 
sales@tintometer.us 

www.lovibond.us 

Ad on page 63 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 e 585-426-0990 e Fax: 585-426-4025 
mail@jescoamerica.com 

www.lutzjescoamerica.com 


MoistTech Corp. 

Sarasota, FL 

941-727-1800 e Fax: 941-727-1810 
info@moisttech.com 
www.moisttech.com 


Pepperl+Fuchs 

Twinsburg, OH 

330-425-3555 e Fax: 330-425-4607 
soles@us. pepperl-fuchs.com 
www.pepperl-fuchs.com 


PMC Engineering 

Danbury, CT 

203-792-8686 e Fax: 203-743-2051 
sales@pmcl .com 

www.pmcl .com 


ProComSol, Ltd 

Lakewood, OH 

877-221-1551 e 216-221-1550 © Fax: 216-221-1554 
sales@procomsol.com 

www. procomsol.com 


Seametrics 

Seametrics 

Kent, WA 

800-975-8153 e 253-872-0284 © Fax: 253-872-0285 
info@seamettics.com 

www.sedmetrics.com 


Sensaphone? 

Aston, PA 

855-807-1887 
contact@sensaphone.com 
www.sensaphone.com 


Sensorex 

Garden Grove, CA 
714-895-4344 
info@sensorex.com 
WWWw.sensorex.com 


Siemens Process Instrumentation 
Harleysville, PA 

800-365-8766 ext: 4519 
piabusales.industry@siemens.com 
Www.usa.siemens.com /pi 


Sierra Instruments, Inc. 

Monterey, CA 

800-866-0200 e 831-373-0200 e Fax: 831-373-4402 
info@sierrainstruments.com 

Www.sierrainstruments.com 


SSI Aeration, Inc. 
Poughkeepsie, NY 

845-454-8171 e Fax: 845-454-8049 
info@ssiaeration.com 
www.ssideration.com 

Ad on page 65 


Sure Flow Products, LLC 

Wixom, MI 

248-380-3569 e Fax: 248-380-3568 
sales@sureflowproducts.com 
www.flowmetersource.com 


VEGA Americas, Inc. 

Cincinnati, OH 

800-367-5383 e 513-272-0131 © Fax: 513-272-0133 
americas@vega.com 

Wwww.vega.com 

Ad on page 51 


YSI, o Xylem brand 
Yellow Springs, OH 
800-765-4974 e 937-767-7241 
info@ysi.com 

www.ysi.com 

Ad on page 97 


Dewatering Made Easy 


INTEGRATED COMPONENTS: 


6 Stainless Steel Frame & Rollers 


ó Biosolids Pump 

6 Polymer System 

é Wash Water Booster Pump 
ô Cake Solids of 35% Solids 
ó 1,000 GPM Dewatering 

6 Fits 18.5' X 6.2' Floor Area 


800-253-0532 | 269-793-7183 | F: 269-793-4022 
MIN Water St., Hopkins, МІ 49328 


www.brightbeltpress.com 


1.0 Meter Skid Mounted Press 


ADDITIONAL OPTIONS: 
6 Flowmeter 

ô Air Compressor 

ô Discharge Conveyors 


yar 


TECHNOLOGIES 
LT я 
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Instrumentation - Testing 


Lovibond Tintometer 

Sarasota, FL 

800-922-5242 © 941-756-6410 © Fax: 941-727-9654 
soles@tintometer.us 

www.lovibond.us 

Ad on page 63 


lon Exchange Systems 


AdEdge Water Technologies, LLC 

Duluth, GA 

866-823-3343 e 678-835-0052 e Fax: 678-835-0057 
soles@adedgetechnologies.com 

www.adedgetech.com 

Ad on page 114 


Jet/Vac Combination 
Machines 


E 
KE 
U.S. SUBMERGENT 
TECHNOLOGIES 
U.S. Submergent Technologies 
Winter Park, FL 
844-765-7866 
info@ussubmergent.com 
www.ussubmergent.com 


Jetters - 
Portable/Truck/Trailers 


LE ee eee 
Cam Spray 

lowa Falls, ІА 

800-648-5011 © 641-648-5011 © Fox: 641-648-5013 
soles@camspray.com 

Wwww.camspray.com 

Ad on page 9 


Laboratory 
Equipment/Supplies 


CHEMetrics, Inc. 

Midland, VA 

800-356-3072 e 540-788-9026 e Fax: 540-788-4856 
marketing@chemetrics.com 

www.chemetrics.com 


FUJIFILM Wako Chemicals U.S.A. Corporation 
Richmond, VA 

877-714-1920 © 804-714-1920 © Fax: 804-271-7791 
wkuslabchem@wakousa.com 

www.wakousa.com 


Hach 

Loveland, CO 

800-227-4224 € 970-669-3050 
orders@hach.com 
www.hach.com 


LaMotte Company 

Chestertown, MD 

800-344-3100 © 410-778-3100 © Fax: 410-778-6394 
mkt@lamotte.com 

www.lamotte.com 
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Lovibond Tintometer 

Sarasota, FL 

800-922-5242 e 941-756-6410 © Fax: 941-727-9654 
sales@tintometer.us 

www.lovibond.us 

Ad on page 63 


MoistTech Corp. 

Sarasota, FL 

941-727-1800 e Fax: 941-727-1810 
info@moisttech.com 
www.moisttech.com 


Pollardwater 

New Hyde Park, NY 

800-437-1146 © Fax: 516-746-0852 
info@pollardwater.com 
www.pollardwater.com 

Ad on page 115 


Sensorex 

Garden Grove, CA 
714-895-4344 
info@sensorex.com 
www.sensorex.com 


Van London Co. 

Houston, TX 

800-522-7920 e 832-456-6641 e Fax: 832-456-6642 
info@vanlondon.com 

www.vanlondon.com 


YSI, a Xylem brand 
Yellow Springs, OH 
800-765-4974 ® 937-767-7241 
info@ysi.com 

www.ysi.com 

Ad on page 97 


Laboratory Services/ 
Testing 


el 
Activated Carbon Services - PACS 

Coraopolis, PA 

800-367-2587 © 724-457-6576 

henry@pacslabs.com 

www.pacslabs.com 


Centrisys/CNP 
Kenosha, WI 
262-654-6006 
marketing @centrisys.us 
www.centrisys.com 

Ad on page 49 


F&V Operations and Resource Management 
Grand Rapids, MI 

888-773-8806 e 616-588-2900 © Fax: 616-977-1005 
bselover@fv-operations.com 

www.fv-operations.com 


Lovibond Tintometer 

Sarasota, FL 

800-922-5242 e 941-756-6410 © Fax: 941-727-9654 
sales@tintometer.us 

www.lovibond.us 

Ad on page 63 


MoistTech Corp. 

Sarasota, FL 

941-727-1800 e Fax: 941-727-1810 
info@moisttech.com 
www.moisttech.com 


Praxair, Inc. 

Burr Ridge, IL 

800-772-9247 e 716-879-4077 e Fax: 630-320-4458 
info@praxair.com 

Www.praxair.com/wastewater 


Lagoon Ammonia Removal 


^ triplepoint 
environmental 
Triplepoint Environmental 
Oak Park, IL 
800-654-9307 e 312-428-4634 
info@tpenv.com 
www.tpenv.com 


Lagoon Products 
SSS 
AGRU America, Inc. 

Georgetown, SC 

800-373-2478 e 843-546-0600 e Fax: 843-546-0516 
salesmkg@agruamerica.com 

www.agruamerica.com 


American Pleasure Products, Inc. 
Rose City, Ml 

989-685-2697 e Fax: 989-685-8484 
info@aquacycleusa.com 
www.aquacycleusa.com 

Ad on page 77 


Byo-Gon, Inc. 

Charleston, SC 

888-296-4661 e 843-822-3415 e Fax: 843-606-6318 
info@byogon.com 

www.byogon.com 

Ad on page 113 


Environetics, Inc. 

Lockport, IL 

815-838-8331 e Fax: 815-838-8336 
info@environeticsinc.com 
www.environeficsinc.com 


Environmental Dynamics International 
Columbia, MO 

573-474-9456 

edi. marketing @environmentaldynamics.com 
www.wWastewater.com 


' 
fluence’ 
Fluence Corporation 
Golden Valley, MN 
800-879-3677 e 763-746-9278 
info@fluencecorp.com 
www.fluencecorp.com 
Ad on page 17 


International Dioxcide / ERCO Worldwide 
North Kingstown, RI 

401-295-8800 © Fax: 401-295-7108 
idiclo2.com 


Landia, Inc. 

Cary, NC 

919-466-0603 Fax: 919-460-1666 
info@landiainc.com 
www.landiainc.com 

Ad on page 40 


SRS Crisafulli System, Inc. 

Glendive, MT 

800-442-7867 e 406-365-3393 © Fax: 406-365-8088 
stsc@crisatulli.com 

www.crisafullipumps.com 


SSI Aeration, Inc. 
Poughkeepsie, NY 

845-454-8171 e Fax: 845-454-8049 
info@ssiaeration.com 
www.ssideration.com 

Ad on page 65 


‘triplepoint 
environmental 
Triplepoint Environmental 
Oak Park, IL 
800-654-9307 e 312-428-4634 
info@tpenv.com 
Www.tpenv.com 


Vaughan Company, Inc. 

Montesano, WA 

888-249-2467 © 360-249-4042 © Fax: 360-249-6155 
info@chopperpumps.com 

www.chopperpumps.com 

Ad on page 23 


Water Warriors, Inc. 

1776 Mentor Ave. 

Cincinnati, OH 45212 

859-629-2236 
schamberland@waterwarriorssolutions.com 
www.waterwarriorsbiomedia.com 


Leak Detection Equipment 


Analytical Technology, Inc. 

Collegeville, PA 

800-959-0299 © 610-917-0991 © Fax: 610-917-0992 
soles@analyticaltechnology.com 
www.analyticaltechnology.com 

Ad on page 5 


Asahi/America, Inc. 

Lawrence, MA 

800-343-3618 e 781-321-5409 e Fax: 800-787-6861 
asahi@asahi-america.com 

www.asahi-america.com 


www.tpomag.eom/annual-directory 


Badger Meter 

Milwaukee, WI 
877-243-1010 
infocentral@badgermeter.com 
www.badgermeter.com 


Bio-Nomic Services, Inc. 

Belmont, NC 

800-782-6798 © 704-529-0000 © Fax: 704-529-1648 
pf@bio-nomic.com 

www.bio-nomic.com 


FCI - Fluid Components International 

San Marcos, CA 

800-854-1993 e 760-744-6950 e Fax: 760-736-6250 
eflow@fluidcomponents.com 

www.fluidcomponents.com 


Hawk Measurement 

Lawrence, MA 

888-429-5538 © 978-304-3000 © Fax: 978-304-1462 
into@hawkmeasure.com 

www.hawkmeasure.com 


LMI Pumps 

Ivyland, PA 

800-564-1097 © 215-293-0401 e Fax: 215-293-0445 
info@|mipumps.com 

www.lmipumps.com 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 e 585-426-0990 e Fax: 585-426-4025 
mail@jescoamerica.com 

www.lutzjescoamerica.com 


Milton Roy 

lvyland, PA 

877-786-7298 e Fax: 800-693-4295 
webinfo@miltonroy.com 
www.milfonroy.com 


North Carolina Rural Water Association 
Welcome, NC 

336-731-6963 e Fax: 336-731-8589 
info@ncrwa.com 

Wwww.ncrwd.com 


Peabody Engineering & Supply Inc. 
Corona, CA 

800-473-2263 ® 951-734-7711 
soles@4peabody.com 
www.4peabody.com 


RKI Instruments, Inc. 

Union City, CA 

800-754-5165 e 510-441-5656 e Fax: 510-441-5650 
orders@rkiinstruments.com 

www.tkiinstruments.com 


Siemens Process Instrumentation 
Harleysville, PA 

800-365-8766 ext: 4519 
piabusales.industry@siemens.com 
www.usa.siemens.com/pi 


Sierra Instruments, Inc. 

Monterey, CA 

800-866-0200 © 831-373-0200 © Fax: 831-373-4402 
info@sierrainstruments.com 

www.sierrainstruments.com 


Lift Stations/Wet Wells 


Holland Pump Company 

West Palm Beach, FL 

800-451-0769 © 561-697-3333 © Fax: 561-683-7247 
saleshollandpump.com 

www.hollandpump.com 


International Dioxcide / ERCO Worldwide 
North Kingstown, RI 

401-295-8800 e Fax: 401-295-7108 
idiclo2.com 


PRP ae mental 
Solutions 
Kationx Corp. 

Orlando, FL 

Lakeland, FL 

863-937-3040 © Fax: 863-937-7392 
info@kationx.com 

www.kationx.com 

Liberty Pumps 

Bergen, NY 

800-543-2550 e 585-494-1817 e Fax: 585-494-1839 
ibertylibertypumps.com 
www.libertypumps.com 


Park Process 

Houston, TX 

855-511-7275 © 713-849-7124 e Fax: 713-937-4254 
adobbs@park-usa.com 

www. parkprocess.com 


Sewer Shield Composite LLC 
Mesa, AZ 

480-830-9537 
info@sewershieldcomposites.com 
www.sewershieldcomposites.com 


Sunbelt Rentals 

Fort Mill, SC 
800-736-2504 
www.sunbeltrentals.com 


ee) 
= 
U.S. SUBMERGENT 
TECHNOLOGIES 
U.S. Submergent Technologies 
Winter Park, FL 
844-765-7866 
info@ussubmergent.com 
www.ussubmergent.com 


USP Technologies (formally US Peroxide) 
Atlanta, GA 

877-346-4262 € 404-352-6070 e Fax: 404-352-6077 
info@usptechnologies.com 

www.usptechnologies.com 


VEGA Americas, Inc. 

Cincinnati, OH 

800-367-5383 e 513-272-0131 e Fax: 513-272-0133 
americas@vega.com 

www.vega.com 

Ad on page 51 


Vulcan Industries, Inc. 
Missouri Valley, IA 

712-642-2755 e Fax: 712-642-4256 
sales@vulcanindustries.com 
www.vulcanindustries.com 

Ad on page 69 


Wastewater Depot, LLC 
Batavia, OH 
513-732-0129 e Fax: 513-735-1485 


Manhole Rehabilitation 


Environmental Coatings LLC 
Mesa, AZ 

480-984-7608 
info@sewershield.com 
www.sewershield.com 


JPCI Services 


: Mesa, AZ 
info@wastewaterdepot.com 480-986-1212 
www.wastewaterdepot.com info@jpciservices.com 
Ad on page 109 Wwww.jpciservices.com 
А А Sewer Shield Composite UC 
Maintenance/Operations Mesa, AZ 
i 480-830-9537 
Services info@sewershieldcomposites.com 
www.sewershieldcomposites.com 
Endress+Hauser (217 
Endress+Hauser MBBR/IFAS 


Greenwood, IN 

888-363-7377 © Fax: 317-535-8498 
info@us.endress.com 
WWww.us.endress.com 


Headworks International, Inc. 
Houston, TX 

713-647-6667 ® Fax: 713-647-0999 
hw@headworksintl.com 
www.headworksintl.com 


THINK GREEN 


== 


FREE FUEL 


Pictured is a Parker Indirect Fired Low NOx WH series. We have 
shipped many similar units for use in Bio Gas or Digester Gas plants. 
These units burn the waste gas if it is available, and have the ability 
to automatically switch to Natural gas or propane if the free fuel is 
not available. The Indirect Fired Water Heater is particularly well 
suited to these dirty gases as the furnace runs at a warm tempera- 
ture above dew point of fuel with high H,S. 


Parker Boiler Co 

5930 Bandini Blvd 

Los Angeles, CA 90040 
Ph: 323-727-9800 
www.parkerboiler.com 


PARKER 
INDUSTRIAL] 
BOILER 


“Never a compromise for quality or safety” 
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Membrane Bioreactors 
(MBR) 


Alfa Laval 

Richmond, VA 

866-253-2528 
customerservice.usa@alfalaval.com 
www.alfalaval.us 


Aqua-Aerobic Systems, Inc. 

Loves Park, IL 

800-940-5008 e 815-654-2501 e Fax: 815-654-2508 
solutions@aqua-aerobic.com 

www.aquo-aerobic.com 

Ad on page 29 


Clean Water Technology, Inc. 
Los Angeles, CA 

310-380-4648 
info@cleanwatertechnology.com 
www.cleanwatertechnology.com 


Enterprise Specialty Products 
Laurens, SC 

864-984-7700 e Fax: 864-984-2241 
soles@enterprisesp.com 
www.enterprisesp.com 


Evoqua Water Technologies LLC 
Pittsburgh, PA 

800-466-7873 © 724-772-0044 
Wwww.evoqud.com 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 e Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Praxair, Inc. 

Burr Ridge, IL 

800-772-9247 e 716-879-4077 e Fox: 630-320-4458 
info@praxair.com 

www.praxair.com/wastewater 


Schwing Bioset, Inc. 

Somerset, WI 

844-246-7381 © 715-247-3433 e Fax: 715-247-3438 
marketing@schwingbioset.com 

www.schwingbioset.com 


SUEZ Water Technologies & Solutions 
Trevose, PA 

215-355-3300 

www.suezwatertechnologies.com 

Ad on page 39 
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Membranes - Ultrafiltration 


AQUA-AEROBIC 
SYSTEMS, INC. 


Aqua-Aerobic Systems, Inc. 

Loves Park, IL 

800-940-5008 © 815-654-2501 e Fax: 815-654-2508 
solutions@aqua-aerobic.com 

www.aquo-derobic.com 

Ad on page 29 


Evoqua Water Technologies LLC 
Pittsburgh, PA 

800-466-7873 © 724-772-0044 
www.evoqua.com 


Schwing Bioset, Inc. 

Somerset, WI 

844-246-7381 © 715-247-3433 e Fax: 715-247-3438 
marketing@schwingbioset.com 

www.schwingbioset.com 


WesTech Engineering 

Salt Lake City, UT 

801-265-1000 © Fax: 801-265-1080 
info@westech-inc.com 
www.westech-inc.com 


Meters 


Amtech Drives, Inc. 

Atlanta, GA 

110-469-5240 e Fax: 770-469-5241 
info@amtechdrives.com 
www.amtechdrives.com 


Blue-White Industries 
Huntington Beach, CA 

714-893-8529 e Fax: 714-894-9492 
sales@blue-white.com 
www.bluewhite.com 

Ad on page 2 


Burkert Fluid Control Systems 

Huntersville, NC 

800-325-1405 © 704-504-4440 e Fax: 949-223-3198 
marketing-usa@burkert.com 

www. burkertusa.com 


Cla-Val 

Costa Mesa, CA 

800-942-6326 e 949-722-4800 
info@clo-val.com 
www.cla-val.com 


ElectroSwitch Corporation 
Weymouth, MA 
781-335-5200 
info@electroswitch.com 
www.electroswitch.com 


Endress+Hauser [Zi] 


Endress+Hauser 

Greenwood, IN 

888-363-7377 ® Fax: 317-535-8498 
info@us.endress.com 
www.us.endress.com 


FCI - Fluid Components International 

San Marcos, CA 

800-854-1993 e 760-744-6950 e Fax: 760-736-6250 
eflow@fluidcomponents.com 

www.fluidcomponents.com 


Hach 

Loveland, CO 

800-227-4224 e 970-669-3050 
orders@hach.com 
www.hach.com 


Hawk Measurement 

Lawrence, MA 

888-429-5538 e 978-304-3000 e Fax: 978-304-1462 
info@hawkmeasure.com 

www.hawkmeasure.com 


LaMotte Company 

Chestertown, MD 

800-344-3100 e 410-778-3100 © Fax: 410-778-6394 
mkt@lamotte.com 

www.lamotte.com 


LMI Pumps 

lvyland, РА 

800-564-1097 © 215-293-0401 © Fax: 215-293-0445 
info@|mipumps.com 

www.lmipumps.com 


Seametrics 

Seametrics 

Kent, WA 

800-975-8153 e 253-872-0284 © Fax: 253-872-0285 
info@seamettics.com 

Www.seametrics.com 


Siemens Process Instrumentation 
Harleysville, PA 

800-365-8766 ext: 4519 
piabusales.industry@siemens.com 
Www.usa.siemens.com /pi 


Sierra Instruments, Inc. 

Monterey, CA 

800-866-0200 e 831-373-0200 e Fax: 831-373-4402 
info@sierrainstruments.com 

www.sierrainstruments.com 


Sure Flow Products, LLC 

Wixom, MI 

248-380-3569 © Fax: 248-380-3568 
sales@sureflowproducts.com 
www.flowmetersource.com 


Van London Co. 

Houston, TX 

800-522-7920 © 832-456-6641 © Fax: 832-456-6642 
info@vanlondon.com 

www.vanlondon.com 


Microturbines 


Capstone Turbine Corporation 

Van Nuys, CA 

800-422-7786 e 818-734-5300 © Fax: 818-734-5385 
marketing @capstoneturbine.com 
www.capstoneturbine.com 


Mixers 


Aqua-Aerobic Systems, Inc. 

Loves Park, IL 

800-940-5008 e 815-654-2501 © Fox: 815-654-2508 
solutions@aqua-aerobic.com 

www.aquo-aerobic.com 

Ad on page 29 


Environmental Dynamics International 
Columbia, MO 

573-474-9456 

edi. marketing @environmentaldynamics.com 
Www.wWastewater.com 


' 
fluence’ 
Fluence Corporation 
Golden Valley, MN 
800-879-3677 e 763-746-9278 
info@fluencecorp.com 
www.fluencecorp.com 
Ad on page 17 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fox: 973-366-3193 
sales@jdvequipment.com 
www.idvequipment.com 

Ad on page 8 


KSB, Inc. 

Henrico, VA 

804-222-1818 e Fax: 804-226-6961 
www.ksb.us.com 


Kuhn North America, Inc. 
Brodhead, WI 

608-897-2131 © Fax: 608-897-2561 
chris.searles@kuhn.com 
www.kuhnnorthamerica.com 

Ad on page 73 


Landia, Inc. 

Cary, NC 

919-466-0603 Fax: 919-460-1666 
info@landiainc.com 
www.landiainc.com 

Ad on page 40 


NOV 

Houston, TX 
346-223-3000 
industrial@nov.com 
www.nov.com/industrial 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 e Fax: 512-834-6039 
info.us@ovivowater.com 

Www. ovivowater.com 


Philadelphia Gear - A Timken Brand 

King of Prussia, PA 

800-766-5120 e 610-265-3000 e Fax: 610-337-5637 
info@philagear.com 

www.philagear.com 


Pick Heaters, Inc. 

West Bend, WI 

262-338-1191 e Fax: 262-338-8489 
info @pickheaters.com 
www.pickheaters.com 


SSI Aeration, Inc. 
Poughkeepsie, NY 

845-454-8171 e Fax: 845-454-8049 
info@ssiaeration.com 
www.ssideration.com 

Ad on page 65 


Sulzer Pumps Solutions Inc. 

Meriden, CT 

800-525-7790 © 203-238-2700 e Fax: 203-238-0738 
info.abs.usa@sulzer.com 

www.sulzer.com 


Trident Processes LLC Hawk Measurement RKI Instruments, Inc. Sure Flow Products, LLC 
Abbotsford, BC Lawrence, MA Union City, CA Wixom, МІ 
Canada 888-429-5538 © 978-304-3000 e Fax: 978-304-1462 800-754-5165 e 510-441-5656 e Fax: 510-441-5650 248-380-3569 e Fax: 248-380-3568 
800-799-3740 e 604-330-2500 info@hawkmeasure.com orders@rkiinstruments.com sales@sureflowproducts.com 
info@tridentprocesses.com www.hawkmeasure.com www. tkiinstruments.com www.flowmetersource.com 
https://identprocesses.com IWAKI America Sensaphone® YSI, o Xylem brand 
Holliston, MA Aston, PA Yellow Springs, OH 
508-429-1440 855-807-1887 800-765-4974 e 937-767-7241 
info@iwakiamerica.com contact@sensaphone.com info@ysi.com 
Amtech Drives, Inc. www.iwakiamerica.com www.sensaphone.com www.ysi.com 
Atlanta, GA Keller America Inc Sensorex Ad on page 97 
770-469-5240 ө Fax: 770-469-5241 Newport News, VA Gorden Grove, CA 
info@amtechdrives.com 877-253-5537 ® 757-596-6680 e Fax: 757-596-6659 714-895-4344 
www.amtechdrives.com saleskelleramerica.com info@sensorex.com — rs hO 
Analytical Technology, Inc. www.kelleramerica.com WWw.sensorex.com Amtech Drives, Inc. 
Collegeville, PA Ad on page 35 Sierra Instruments, Inc. Atlanta, GA 
800359799 © 610917-0991 ө Fax 6109172992 | LaMotte Company Monterey, (À 770-469-5240 © Fox: 770-469-5241 
sales@analyticaltechnology.com Chestertown, MD 800-866-0200 © 831-373-0200 © Fax: 831-373-4402 info@amtechdrives.com 
www.analyticaltechnology.com 800-344-3100 © 410-778-3100 © Fax: 410-778-6394 info@sierrainstruments.com www.amtechdrives.com 
Ad on page 5 mkt@lamotte.com www.sierrainstruments.com DSI Dynamatic 
Badger Meter ШАШ Sulzer Pumps Solutions Inc. Sturtevant, WI 
Milwaukee, WI LMI Pumps Meriden, CT 800-548-2169 e 262-554-7977 e Fax: 262-554-7041 
877-243-1010 Ivyland, РА 800-525-7790 e 203-238-2700 e Fax: 203-238-0738 sales@dynamatic.com 
infocentral@badgermeter.com 800-564-1097 © 215-293-0401 © Fax: 215-293-0445 info.abs.usa@sulzer.com www.dynamatic.com 
wwwchodgermeter com info@Imipumps.com wivwsulzer.com Duryea Technologies 
Burkert Fluid Control Systems www. lmipumps.com Sunbelt Rentals Reading, PA 
Huntersville, NC Milton Roy Fort Mill, SC 484-277-7137 
800-325-1405 e 704-504-4440 e Fax: 949-223-3198 ivyland, PA 800-736-2504 info@duryeatech.com 
marketing-usa@burkert.com 877-186-7298 © Fax: 800-693-4295 www.sunbeltrentals.com www.duryeatechnologies.com 
www .burkertusa.com webinfo@miltonroy.com 
CHEMetrics, Inc. www.miltonroy.com 
Midland, VA MoistTech Corp. 
800-356-3072 © 540-788-9026 © Fac 540-788-4856 | Seeche FL 
marketing @chemetrcs.com 941-727-1800 e Fox: 941-727-1810 
www.chemettcs.com info@moisttech.com 
ChemScan, Inc. www.moisttech.com 
Waukesha, WI 


800-665-7133 • 262-717-9500 e Fox 2627179590 | IMI АСУ L. G. y. 7 
info@chemscan.com COMPANY re ine 


www.chemscan.com 


Ad on page 91 D Precision Flow Measurement 
An ONICON Brand 

ElectroSwitch Corporation [ш] [ш] 
Weymouth, MA 
781-335-5200 
info@electroswitch.com 
www.electroswitch.com a 
Emerson Automation Solutions, Power & Water [m] =| 
Pittsburgh, PA 
800-445-9723 ө 412-963-4804 Myron L® Company 
powerwater@emerson.com Carlsbad, CA 
www.emerson.com/water 760-438-2021 e Fax: 760-931-9189 

info@myronl.com 
Envirosuite www.myronl.com 
Burlingame, CA Ad on page 21 
424-335-133] 
inquiries@envirosuite.com invari 
о eeng? Engineering & Supply Inc. 
FCI - Fluid Components International 800-473-2263 e 951-734-7711 Clean fluids 
San Marcos, CA soles@4peabody.com Dirty fluids 
800-854-1993 e 760-744-6950 e Fax: 760-736-6250 www.4peabody.com 
eflow@fluidcomponents.com PMC Engineering 
www.fluidcomponents.com Danbury, CT 
Force flow 203-792-8686 e Fox: 203-743-2051 
Concord, CA sales@pmcl .com With or without a 
925-686-6700 e Fax: 925-686-6713 www.pmcT .com flume or weir 
info@forceflow.com PRIMEX 
www.forceflowscales.com Detroit Lakes, MN 
Ad on page 95 218-847-1317 © Fox: 218-847-4617 

info@primexcontrols.com 
www.primexcontrols.com 
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Philadelphia Gear - A Timken Brand 

King of Prussia, PA 

800-766-5120 e 610-265-3000 e Fax: 610-337-5637 
info@philagear.com 

www.philagear.com 


Schneider Electric / Square D 
Knightdale, NC 

919-266-3761 
www.schneider-electric.us 


Sierra Environmental Technologies, LLC 
Wildwood, MO 

636-273-5189 © Fax: 636-273-4509 
dnokes@setodorcontrol.com 
www.setodorcontrol.com 


WEG Electric Corp 
Duluth, GA 
800-275-4934 
info-us@weg.net 
www.weg.net/us 


MultiStage Biofilm Systems 


Aquarius Technologies, LLC 
Saukville, WI 

262-268-1500 
www.aquariustechnologies.com 


Nutrient Removal 


Aqua-Aerobic Systems, Inc. 

Loves Park, IL 

800-940-5008 e 815-654-2501 e Fax: 815-654-2508 
solutions@aqua-aerobic.com 

www.aquo-aerobic.com 

Ad on page 29 


Aquarius Technologies, LLC 
Saukville, WI 

262-268-1500 
www.aquariustechnologies.com 


Centrisys /CNP 
Kenosha, WI 
262-654-6006 
marketing@centrisys.us 
www.centtisys.com 

Ad on page 49 


Environmental Dynamics International 
Columbia, MO 

573-474-9456 

edi. marketing @environmentaldynamics.com 
www.wastewater.com 


Evoqua Water Technologies LLC 
Pittsburgh, PA 

800-466-7873 © 724-772-0044 
Wwww.evoqud.com 


G ` А" for 

KS Bes a better world 

[uy / 

GEA Group 

Northvale, NJ 

800-722-6622 e 201-767-3900 Fax: 201-767-3901 


info.wsus@gea.com 
www.gea.com 


Hach 

Loveland, CO 

800-227-4224 e 970-669-3050 
orders@hach.com 
www.hach.com 


86 TREATMENT PLANT OPERATOR 


Headworks International, Inc. 
Houston, TX 

713-647-6667 ® Fax: 713-647-0999 
hw@headworksintl.com 
www.headworksintl.com 


PAT oon mental 
Solutions 
Kationx Corp. 

Orlando, FL 

Lakeland, FL 

863-937-3040 e Fax: 863-937-7392 
info@kationx.com 

www.kationx.com 


Lystek International Inc. 
Cambridge, ON 

Canada 

888-501-6508 e 226-444-0186 
info@lystek.com 
www.lystek.com 


Ostara Nutrient Recovery Technologies 
Vancouver, BC 

Canada 

604-408-6697 

info@ostara.com 

WWW.Ostara.com 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 e Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Parkson Corporation 

Ft. Lauderdale, FL 

888-727-5766 e Fax: 954-974-6182 
technology@parkson.com 
www.parkson.com 


Schwing Bioset, Inc. 

Somerset, WI 

844-246-7381 © 715-247-3433 Fax: 715-247-3438 
marketing@schwingbioset.com 

www.schwingbioset.com 


Smith & Loveless, Inc. 

Lenexa, KS 

800-898-9122 © 913-888-5201 © Fax: 913-888-2173 
answers@smithandloveless.com 
www.smithandloveless.com 


SSI Aeration, Inc. 
Poughkeepsie, NY 

845-454-8171 © Fax: 845-454-8049 
info@ssiaeration.com 
www.ssiaeration.com 

Ad on page 65 


Triplepoint Environmental 
Oak Park, IL 

800-654-9307 © 312-428-4634 
info@tpenv.com 


www.tpenv.com 


USP Technologies (formally US Peroxide) 
Atlanta, GA 

877-346-4262 © 404-352-6070 Fax: 404-352-6077 
info@usptechnologies.com 

www.usptechnologies.com 


WesTech Engineering 

Salt Lake City, UT 

801-265-1000 e Fox: 801-265-1080 
info@westech-inc.com 
www.westect-inc.com 


Odor Control Products/ 
Equipment 


Activated Carbon Services - PACS 
Coraopolis, PA 

800-367-2587 e 724-457-6576 
henry@pacslabs.com 
www.pacslabs.com 


AdEdge Water Technologies, LLC 

Duluth, GA 

866-823-3343 © 678-835-0052 © Fax: 678-835-0057 
sales@adedgetechnologies.com 

www.adedgetech.com 

Ad on page 114 


Anue Water Technologies 
Tucker, GA 

760-727-2683 
tchandler@anuewater.com 
wwW.anuewater.com 


BOHN Bi i 
„Odor 


BOHN BIOFILTER 
Tucson, AZ 
520-624-4644 
info@bohnbiofilter.com 
www.bohnbiofilter.com 


Byo-Gon, Inc. 

Charleston, SC 

888-296-4661 e 843-822-3415 e Fax: 843-606-6318 
info@byogon.com 

www.byogon.com 

Ad on page 113 


CEI - Carbon Enterprises Inc. 
Circleville, OH 

800-344-5770 e Fax: 888-204-9656 
inlo@ceicompanies.com 
www.ceifiltration.com 


Environetics, Inc. 

Lockport, IL 

815-838-8331 e Fax: 815-838-8336 
info@environeticsinc.com 
www.environeticsinc.com 


Envirosuite 

Burlingame, CA 
424-335-1331 
inquiries@envirosuite.com 
www.envirosuite.com 


Evoqua Water Technologies LLC 
Pittsburgh, PA 

800-466-7873 e 724-772-0044 
www.evoqua.com 


fluence’ 
Fluence Corporation 
Golden Valley, MN 
800-879-3677 e 763-746-9278 
info@fluencecorp.com 
www.fluencecorp.com 

Ad on page 17 


ENVIRONMENTAL 


Indusco Environmental Services, Inc. 
Spanish Fort, AL 

251-621-2338 e Fax: 251-621-2342 
sales@induscoenviro.com 
www.induscoenviro.com 


International Dioxcide / ERCO Worldwide 
North Kingstown, RI 

401-295-8800 © Fax: 401-295-7108 
idiclo2.com 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fax: 973-366-3193 
soles@jdvequipment.com 
www.jdvequipment.com 

Ad on page 8 


dE ia 
Solutions 
Kationx Corp. 

Orlando, FL 

Lakeland, FL 

863-937-3040 e Fax: 863-937-7392 
info@kationx.com 

www.kationx.com 


KCH Engineered Systems 
Forest City, NC 
828-245-9836 
khankinson@kchservices.com 
www. kchservices.com 


ы? 

б%рАххО 
— bag it right 

Paxxo 

Newnan, GA 

770-502-0055 e Fax: 770-502-0088 
cp@paxxo.com 
WWW.paxxo.com 


Praxair, Inc. 

Burr Ridge, IL 

800-772-9247 e 716-879-4077 e Fox: 630-320-4458 
info@praxair.com 

www. praxair.com/wastewater 


Sierra Environmental Technologies, LLC 
Wildwood, MO 

636-273-5189 e Fax: 636-273-4509 
dnokes@setodorcontrol.com 
www.sefodorcontrol.com 


Simple Solutions Distributing 

West Milford, NJ 

800-667-8465 e 973-846-7817 e Fax: 973-858-0219 
sales@industrialodorcontrol.com 
www.industrialodorcontrol.com 

Ad on page 113 


TIGG, LLC 
Oakdale, PA 
724-403-3020 
sales@tigg.com 
www.tigg.com 
Ad on page 75 


USP Technologies (formally US Peroxide) 
Atlanta, GA 

877-346-4262 e 404-352-6070 e Fax: 404-352-6077 
info@usptechnologies.com 

www.usptechnologies.com 


Watson-Marlow Fluid Technology Group 
Wilmington, MA 

800-282-8823 © 978-658-6168 

info@wmttg.us 

www.wmftg.com 

Ad on page 17 


www.tpomag.com/annual-directory 


Oxidation Ditches 
Evoqua Water Technologies LLC 
Pittsburgh, PA 

800-466-7873 © 724-772-0044 
Wwww.evoqud.com 


' 
fluence 
Fluence Corporation 
Golden Valley, MN 
800-879-3677 © 763-746-9278 
info@fluencecorp.com 
www.fluencecorp.com 
Ad on page 17 


Lakeside Equipment Corporation 
Bartlett, IL 

630-837-5640 e Fax: 630-837-5647 
soles@lakeside-equipment.com 
www.lakeside-equipment.com 

Ad on page 3 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 © Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


WesTech Engineering 

Salt Lake City, UT 

801-265-1000 e Fax: 801-265-1080 
info@westech-inc.com 
www.westech-inc.com 


Ozonation Equipment/ 
Systems 


Anue Water Technologies 
Tucker, GA 

760-727-2683 
tchandler@anuewater.com 
Www.anuewater.com 


Aqua-Aerobic Systems, Inc. 

Loves Park, IL 

800-940-5008 e 815-654-2501 e Fax: 815-654-2508 
solutions@aqua-aerobic.com 

www.aquo-aerobic.com 

Ad on page 29 


SUEZ Water Technologies & Solutions 
Trevose, PA 

215-355-3300 

www.suezwatertechnologies.com 

Ad on page 39 


Package Treatment Plants 


Alfa Laval 

Richmond, VA 

866-253-2528 
customerservice.usa@alfalaval.com 
www.alfalaval.us 


Aquarius Technologies, LLC 
Saukville, WI 

262-268-1500 
www.aquariustechnologies.com 


ClearStream Environmental, Inc. 
Sandy, UT 

801-676-1890 e Fax: 801-676-1893 
mark.h@clearstreameng.com 
www.clearstreameng.com 


Enviro-Care Company 
Gurnee, IL 

815-636-8306 
ecsales@enviro-care.com 
WWW.enviro-care.com 

Ad on page 4 


' 
fluence 
Fluence Corporation 
Golden Valley, MN 
800-879-3677 e 763-746-9278 
info@fluencecorp.com 
www.fluencecorp.com 
Ad on page 17 


Smith & Loveless Inc. 

Smith & Loveless, Inc. 

Lenexa, KS 

800-898-9122 © 913-888-5201 e Fax: 913-888-2173 


answers@smithandloveless.com 
www.smithandloveless.com 


SSI Aeration, Inc. 
Poughkeepsie, NY 

845-454-8171 © Fax: 845-454-8049 
info@ssiaeration.com 
www.ssiaeration.com 

Ad on page 65 


Pest Control 


STRIKE 


Central Life Sciences 
Schaumburg, IL 
800-367-0659 
conrel@central.com 
www.strikeproducts.com 
Ad on page 105 


pH Sensors 

SSS SS eS === | 
Sensorex 

Garden Grove, CA 

714-895-4344 

info@sensorex.com 

WWw.sensorex.com 


Pipe 
BEER 
AGRU America, Inc. 

Georgetown, SC 

800-373-2478 e 843-546-0600 Fax: 843-546-0516 
solesmkg@agruamerica.com 

Wwww.agruamerica.com 


Asahi/America, Inc. 

Lawrence, MA 

800-343-3618 © 781-321-5409 Fax: 800-787-6861 
asahi@asahi-america.com 

www.asahi-america.com 


Rain for Rent 
Bakersfield, CA 
800-742-7246 
info@rainforrent.com 
www.rainforrent.com 


Sunbelt Rentals 

Fort Mill, SC 
800-736-2504 
www.sunbeltrentals.com 


Pipe - 
Coatings/Linings/Sealants 


AGRU America, Inc. 

Georgetown, SC 

800-373-2478 e 843-546-0600 e Fax: 843-546-0516 
salesmkg@agruamerica.com 

www.agruamerica.com 


Bio-Nomic Services, Inc. 

Belmont, NC 

800-782-6798 e 704-529-0000 © Fax: 704-529-1648 
pf@bio-nomic.com 

www.bio-nomic.com 


E@virosight 

Envirosight 

Randolph, NJ 

866-936-8476 © 973-252-6700 ® Fax: 973-252-1176 
mail@envirosight.com 

www.envirosight.com 


www.amtechtanklining.com 


Pipe Cleaning/Inspection 


Bio-Nomic Services, Inc. 

Belmont, NC 

800-782-6798 e 704-529-0000 e Fax: 704-529-1648 
pf@bio-nomic.com 

www.bio-nomic.com 


Duke's Root Control, Inc. 

Syracuse, NY 

800-447-6687 e 315-472-4781 © Fax: 315-475-4203 
lynn@dukes.com 

www.dukes.com 


E@virosight 

Envirosight 

Randolph, NJ 

866-936-8476 © 973-252-6700 e Fax: 973-252-1176 
mail@envirosight.com 

www.envirosight.com 


info@amtechtanklining.com 
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Cpo ТТ 


U.S. Submergent Technologies 
Winter Park, FL 

844-765-7866 
info@ussubmergent.com 
www.ussubmergent.com 


Polymers 


Hawkins Water Treatment Group 

Roseville, MN 

800-328-5460 © 612-331-6910 © Fax: 612-331-5304 
laura.eilek@hawkinsinc.com 

www.hawkinsinc.com 


Pressure Washers 
and Sprayers 


Cam Spray 

lowa Falls, IA 

800-648-5011 © 641-648-5011 © Fox: 641-648-5013 
sles@camspray.com 

Wwww.camspray.com 

Ad on page 9 


Process Control Equipment 


AMETEK Drexelbrook 

Horsham, PA 

215-674-1234 © Fax: 215-674-2731 
drexelbrook.into@ametek.com 
www.drexelbrook.com 


Atlas Copco Compressors 
Rock Hill, SC 

866-546-3588 
info@atlascopcousa.com 
www.atlascopco.us 

Ad on page 25 


Blue-White 


Industries, Ltd 


Blue-White Industries 
Huntington Beach, CA 

714-893-8529 e Fax: 714-894-9492 
sales@blue-white.com 

www. blue-white.com 

Ad on page 2 


Burkert Fluid Control Systems 

Huntersville, NC 

800-325-1405 e 704-504-4440 e Fax: 949-223-3198 
marketing-usa@burkert.com 

www. burkert-usa.com 


88 TREATMENT PLANT OPERATOR 


UAE COMPANY DIRECTORY 


CHEMetrics, Inc. 

Midland, VA 

800-356-3072 © 540-788-9026 e Fax: 540-788-4856 
marketing @chemetrics.com 

www.chemettics.com 


ChemScan, Inc. 

Waukesha, WI 

800-665-7133 © 262-717-9500 e Fax: 262-717-9530 
info@chemscan.com 

www.chemscan.com 

Ad on page 91 


> 
EMERSON. 


Emerson Automation Solutions, Power & Water 
Pittsburgh, PA 

800-445-9723 e 412-963-4804 
powerwater@emerson.com 

www.emerson.com/water 


Endress+Hauser [Zi] 


Endress+Hauser 

Greenwood, IN 

888-363-7377 ® Fax: 317-535-8498 
info@us.endress.com 
www.us.endress.com 


Environmental Dynamics International 
Columbia, MO 

573-474-9456 
edi.marketing@environmentaldynamics.com 
www.wastewater.com 


FCI - Fluid Components International 

San Marcos, CA 

800-854-1993 e 760-744-6950 e Fax: 760-736-6250 
eflow@fluidcomponents.com 

www.fluidcomponents.com 


@» 
Be Right" 

Hach 

Loveland, CO 

800-227-4224 € 970-669-3050 


orders@hach.com 
www.hach.com 


Hawk Measurement 

Lawrence, MA 

888-429-5538 © 978-304-3000 e Fax: 978-304-1462 
info@hawkmeasure.com 

www.hawkmeasure.com 


Hydromantis Environmental 
Software Solutions, Inc. 

Hamilton, ON 

Canada 

905-522-0012 © Fax: 905-522-0031 
info@hydromantis.com 
www.hydromantis.com 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 e 585-426-0990 e Fax: 585-426-4025 
mail@jescoamerica.com 

www.lutzjescoamerica.com 


Ostara Nutrient Recovery Technologies 
Vancouver, BC 

Canada 

604-408-6697 

info@ostara.com 

WWW.Ostara.com 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 e Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Pepperl+Fuchs 

Twinsburg, OH 

330-425-3555 e Fax: 330-425-4607 
sales@us. pepper-fuchs.com 
www.pepperl-fuchs.com 


Pick Heaters, Inc. 

West Bend, WI 

262-338-1191 e Fax: 262-338-8489 
info @pickheaters.com 
www.pickheaters.com 


PMC Engineering 

Danbury, (Т 

203-792-8686 e Fax: 203-743-2051 
sales@pmcl .com 

www.pmcl .com 


Pulsafeeder 

Punta Gorda, FL 

800-333-6677 e 941-575-3800 e Fax: 941-575-4085 
kreid@idexcorp.com 

www.pulsatron.com 


SEEPEX Inc. 

Enon, OH 

937-864-7150 e Fax: 937-864-7157 
sales.us@seepex.com 
Wwww.seepex.com 

Ad on page 71 


Sensorex 

Garden Grove, CA 
714-895-4344 
info@sensorex.com 
WWW.Sensorex.com 


Siemens Process Instrumentation 
Harleysville, PA 

800-365-8766 ext: 4519 
piabusales.industry@siemens.com 
Www.usa.siemens.com /pi 


Sierra Instruments, Inc. 

Monterey, CA 

800-866-0200 e 831-373-0200 e Fax: 831-373-4402 
infoCsierrainstruments.com 

www.sierrainstruments.com 


Sure Flow Products, LLC 

Wixom, MI 

248-380-3569 © Fax: 248-380-3568 
sales@sureflowproducts.com 
www.flowmetersource.com 


Tesco Controls, Inc. 
Sacramento, CA 
916-395-8800 
sales@tescocontrols.com 
https: ///tescocontrols.com 


YSI, a Xylem brand 
Yellow Springs, OH 
800-765-4974 e 937-767-7241 
info@ysi.com 

www.ysi.com 

Ad on page 97 


Programmable Logic 
Controllers/Timers 


AdEdge Water Technologies, LLC 

Duluth, GA 

866-823-3343 e 678-835-0052 e Fax: 678-835-0057 
sales@adedgetechnologies.com 

www.adedgetech.com 

Ad on page 114 


Schneider Electric / Square D 
Knightdale, NC 

919-266-3761 
www.schneider-electric.us 


Pump Controls 


ABB Drives & Controls 
New Berlin, WI 
800-752-0696 
abb.mail@us.abb.com 
www.abb.com /drives 


AMETEK Drexelbrook 

Horsham, PA 

215-674-1234 e Fax: 215-674-2731 
drexelbrook info@ametek.com 
www.drexelbrook.com 


DSI Dynamatic 

Sturtevant, WI 

800-548-2169 © 262-554-7977 e Fax: 262-554-7041 
sales@dynamatic.com 

www.dynamatic.com 


Emerson Automation Solutions, Power & Water 
Pittsburgh, PA 

800-445-9723 e 412-963-4804 
powerwater@emerson.com 

www.emerson.com/water 


Gardner Denver Inc. 

Quincy, IL 

866-428-4890 e Fax: 217-221-8780 
www.gardnerdenver.com/gdproducts 
Ad on page 59 


GR 
GORMAN-RUPP 
PUMPS 


Gorman-Rupp Company 
Mansfield, OH 

419-755-1011 e Fax: 419-755-1251 
grsales@gormanrupp.com 
www.GRpumps.com 

Ad on page 37 


Harwil Corporation 

Oxnard, CA 

800-562-2447 © 805-988-6800 © Fax: 805-988-6804 
orders@harwil.com 

www.harwil.com 


Holland Pump Company 

West Palm Beach, FL 

800-451-0769 © 561-697-3333 © Fax: 561-683-7247 
sales@hollandpump.com 

www.hollandpump.com 


IWAKI America 
Holliston, MA 
508-429-1440 
info@iwakiamerica.com 
www.iwakiamerica.com 


www.tpomag.eom/annual-directory 


(e) Komline- 
Sanderson 
Komline-Sanderson 

Peapack, NJ 

800-225-5457 e 908-234-1000 e Fax: 908-234-9487 
info@komline.com 

www.komline.com 


Ad on page 28 


KSB, Inc. 

Henrico, VA 

804-222-1818 © Fax: 804-226-6961 
www.ksb.us.com 


Landia, Inc. 
Cary, NC 
919-466-0603 e Fax: 919-460-1666 
info@landiainc.com 

www. landiainc.com 

Ad on page 40 


Liberty Pumps 

Bergen, NY 

800-543-2550 e 585-494-1817 e Fax: 585-494-1839 
liberty@libertypumps.com 

www.libertypumps.com 


LMI Pumps 

Ivyland, PA 

800-564-1097 © 215-293-0401 e Fax: 215-293-0445 
info@|mipumps.com 

www.lmipumps.com 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 e 585-426-0990 e Fax: 585-426-4025 
mail@jescoamerica.com 

www.lutzjescoamerica.com 


Peabody Engineering & Supply Inc. 
Corona, CA 

800-473-2263 e 951-734-7711 
soles@4peabody.com 
www.4peabody.com 


th PRIMEX. 


PRIMEX 

Detroit Lakes, MN 

218-847-1317 © Fax: 218-847-4617 
info@primexcontrols.com 
www.primexcontrols.com 


Schneider Electric / Square D 
Knightdale, NC 

919-266-3761 
www.schneider-electric.us 


SEEPEX Inc. 

Enon, OH 

937-864-7150 e Fax: 937-864-7157 
sales.us@seepex.com 
Wwww.seepex.com 

Ad on page 71 


Sensaphone® 

Aston, PA 

855-807-1887 
contact@sensaphone.com 
www.sensaphone.com 


Smith & Loveless, Inc. 

Lenexa, KS 

800-898-9122 © 913-888-5201 e Fax: 913-888-2173 
answers@smithandloveless.com 
www.smithandloveless.com 


Wastecorp Pumps 

Grand Island, NY 

888-829-2783 © 201-445-2882 e Fax: 888-888-3320 
info@wastecorp.com 

WWW.Wastecorp.com 


Pump Parts/ 
Supplies/Service 


Gardner Denver Inc. 

Quincy, IL 

866-428-4890 e Fax: 217-221-8780 
www.gardnerdenver.com/gdproducts 
Ad on page 59 


Hawkins Water Treatment Group 

Roseville, MN 

800-328-5460 © 612-331-6910 © Fax: 612-331-5304 
laura.eilek@hawkinsinc.com 


www.hawkinsinc.com 

dee Komline- 
Sanderson 

Komline-Sanderson 

Peapack, NJ 


800-225-5457 e 908-234-1000 e Fax: 900-234-9487 
infokomline.com 
www.komline.com 
Ad on page 28 


KSB, Inc. 

Henrico, VA 

804-222-1818 © Fax: 804-226-6961 
www.ksb.us.com 


Landia, Inc. 

Cary, NC 

919-466-0603 © Fax: 919-460-1666 
info@landiainc.com 
www.landiainc.com 

Ad on page 40 


LMI Pumps 

lvyland, РА 

800-564-1097 © 215-293-0401 ® Fax: 215-293-0445 
info@|mipumps.com 

www.lmipumps.com 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 © 585-426-0990 e Fax: 585-426-4025 
mail@jescoamerica.com 

www.lutzjescoamerica.com 


NOV 

Houston, TX 
346-223-3000 
industrial@nov.com 
www.nov.com/industrial 


Philadelphia Gear - A Timken Brand 

King of Prussia, PA 

800-766-5120 © 610-265-3000 Fax: 610-337-5637 
info@philagear.com 

www.philagear.com 


Pulsafeeder 

Punta Gorda, FL 

800-333-6677 e 941-575-3800 Fax: 941-575-4085 
kreid@idexcorp.com 

www.pulsatron.com 


SEEPEX Inc. 

Enon, OH 

937-864-7150 e Fax: 937-864-7157 
sales.us@seepex.com 
WWW.seepex.com 

Ad on page 71 


Smith & Loveless, Inc. 

Lenexa, KS 

800-898-9122 e 913-888-5201 e Fax: 913-888-2173 
answers@smithandloveless.com 
www.smithandloveless.com 


SRS Crisafulli System, Inc. 

Glendive, MT 

800-442-7867 e 406-365-3393 e Fax: 406-365-8088 
stsc@crisafulli.com 

www.crisafullipumps.com 


Sulzer Pumps Solutions Inc. 

Meriden, CT 

800-525-7790 © 203-238-2700 © Fax: 203-238-0738 
info.abs.usa@sulzer.com 

www.sulzer.com 


ПТ Tuthill 


Tuthill Vacuum & Blower Systems 

Springfield, MO 

800-825-6937 e 417-865-8715 © Fax: 417-865-2950 
vacuum@tuthill. сот 

info.tuthill.com/tpo 


Vaughan Company, Inc. 

Montesano, WA 

888-249-2467 © 360-249-4042 e Fax: 360-249-6155 
info@chopperpumps.com 

www.chopperpumps.com 

Ad on page 23 


Wastecorp Pumps 

Grand Island, NY 

888-829-2783 e 201-445-2882 e Fox: 888-888-3320 
info@wastecorp.com 

Wwww.wastecorp.com 


Wastewater Depot, LLC 
Batavia, OH 

513-732-0129 e Fax: 513-735-1485 
info@wastewaterdepot.com 
www.wastewaterdepot.com 

Ad on page 109 


WEMCO Pumps 

Salt Lake City, UT 

801-359-8731 

wsp@mail. weir 
www.global. weir /businesses /weir-specialty-pumps 


Pumps - 
Alignment/Vibration 


Proco Products, Inc. 

Stockton, CA 

800-344-3246 e 209-943-6088 © Fax: 209-943-0242 
sales@procoproducts.com 

www. procoproducts.com 


Wastecorp Pumps 

Grand Island, NY 

888-829-2783 e 201-445-2882 e Fox: 888-888-3320 
info@wastecorp.com 

www.wastecorp.com 


Pumps - 
Archimedes/Screw 


JDV Equipment Corporation 
Dover, NJ 
973-366-6556 e Fax: 973-366-3193 
sales@jdvequipment.com 
www.idvequipment.com 
Ad on page 8 

— 
<SSLAKESIDE 


EQUIPMENT CORPORATION 


Lakeside Equipment Corporation 
Bartlett, IL 

630-837-5640 e Fax: 630-837-5647 
soles@lakeside-equipment.com 
www.lakeside-equipment.com 

Ad on page 3 


SEEPEX Inc. 

Enon, OH 

937-864-7150 e Fax: 937-864-7157 
sales.us@seepex.com 
WWNI.Seepex.com 

Ad on page 71 


WEMCO Pumps 

Salt Lake City, UT 

801-359-8731 

wsp@mail.weir 

www.global.weir/businesses /weirspecialty-pumps 


Pumps - Centrifugal 


CEP 


CORNELL 
—— 


|° 
EFFICIENT BY DESIGN 


(ornell Pump (ompany 
Clackamas, OR 

503-653-0330 e Fax: 503-653-0338 
muni@cornellpump.com 
www.cornellpump.com 


Crane Pumps & Systems 
Piqua, OH 

937-778-8947 e Fax: 614-360-0524 
cranepumps@cranepumps.com 
Wwww.cranepumps.com 

Ad on page 53 


Gardner Denver Inc. 

Quincy, IL 

866-428-4890 © Fax: 217-221-8780 
www.gardnerdenver.com/gdproducts 
Ad on page 59 


GR 
GORMAN-RUPP 
PUMPS 


Gorman-Rupp Company 
Mansfield, OH 

419-755-1011 e Fax: 419-755-1251 
grsales@gormanrupp.com 
www.GRpumps.com 

Ad on page 37 
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Hawkins Water Treatment Group 

Roseville, MN 

800-328-5460 © 612-331-6910 © Fax: 612-331-5304 
laura.eilek@hawkinsinc.com 

www.hawkinsinc.com 


Holland Pump Company 

West Palm Beach, FL 

800-451-0769 e 561-697-3333 e Fax: 561-683-7247 
saleshollandpump.com 

www.hollandpump.com 


IWAKI America 
Holliston, MA 
508-429-1440 
info@iwakiamerica.com 
www.iwakiamerica.com 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fax: 973-366-3193 
soles@jdvequipment.com 
www.jdvequipment.com 

Ad on page 8 


KSB, Inc. 

Henrico, VA 

804-222-1818 e Fax: 804-226-6961 
www.ksb.us.com 


Landia, Inc. 
Cary, NC 
919-466-0603 e Fax: 919-460-1666 
info@landiainc.com 
www.landiainc.com 

Ad on page 40 


Liberty Pumps 

Bergen, NY 

800-543-2550 e 585-494-1817 © Fax: 585-494-1839 
liberty@libertypumps.com 

www.libertypumps.com 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 e 585-426-0990 e Fax: 585-426-4025 
mail@jescoamerica.com 

www.lutzjescoamerica.com 


Rain for Rent 
Bakersfield, CA 
800-742-7246 
info@rainforrent.com 
www.rainforrent.com 


Red Valve Co. / Tideflex Technologies 
Carnegie, PA 

412-279-0044 e Fax: 412-279-7878 
sales@redvalve.com 

www.tedvalve.com 

Ad on page 116 


Robuschi USA 

Quincy, IL 

866-428-4890 e Fax: 217-221-8780 
www.gardnerdenver.com /robuschi/ 
Ad on page 11 


Smith & Loveless, Inc. 

Lenexa, KS 

800-898-9122 © 913-888-5201 © Fax: 913-888-2173 
answers@smithandloveless.com 
www.smithandloveless.com 


Sulzer Pumps Solutions Inc. 

Meriden, CT 

800-525-7790 © 203-238-2700 e Fax: 203-238-0738 
into.abs.usa@sulzer.com 

www.sulzer.com 
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Sunbelt Rentals 

Fort Mill, SC 
800-736-2504 
www.sunbeltrentals.com 


Trident Processes LLC 
Abbotsford, BC 

Canada 

800-799-3740 © 604-330-2500 
info@tridentprocesses.com 

https: //tridentprocesses.com 


Vaughan Company, Inc. 

Montesano, WA 

888-249-2467 e 360-249-4042 e Fax: 360-249-6155 
info@chopperpumps.com 

www.chopperpumps.com 

Ad on page 23 


Vertiflo Pump Company 
Cincinnati, OH 

513-530-0888 e Fax: 513-530-0893 
soles@vertiflopump.com 
www.vertiflopump.com 


Wastecorp Pumps 

Grand Island, NY 

888-829-2783 e 201-445-2882 e Fax: 888-888-3320 
info@wastecorp.com 

www.wastecorp.com 


WEMCO Pumps 

Salt Lake City, UT 

801-359-8731 

wsp@mail. weir 

www.global. weir /businesses /weir-specialty-pumps 


Pumps - Chemical Feed 
Blue-White 


Industries, Ltd 


Blue-White Industries 
Huntington Beach, CA 

714-893-8529 © Fax: 714-894-9492 
sales@blue-white.com 
www.bluewhite.com 

Ad on page 2 


Harwil Corporation 

Oxnard, CA 

800-562-2447 © 805-988-6800 © Fax: 805-988-6804 
orders@harwil.com 

www.harwil.com 


Hawkins Water Treatment Group 

Roseville, MN 

800-328-5460 © 612-331-6910 © Fax: 612-331-5304 
laura.eilek@hawkinsinc.com 

www.hawkinsinc.com 


IWAKI America 
Holliston, MA 
508-429-1440 
info@iwakiamerica.com 
www.iwakiamerica.com 


емі 


ап Accudyne Industries brand 


LMI Pumps 

lvyland, РА 

800-564-1097 e 215-293-0401 e Fax: 215-293-0445 
info@|mipumps.com 

www.lmipumps.com 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 e 585-426-0990 © Fax: 585-426-4025 
mail@jescoamerica.com 

www.lutzjescoamerica.com 


= MILTON ROY 


an Accudyne Industries brand 


877-786-7298 e Fax: 800-693-4295 
webinfo@miltonroy.com 
www.milfonroy.com 


Peabody Engineering & Supply Inc. 
Corona, CA 

800-473-2263 e 951-734-7711 
sales@4peabody.com 
www.4peabody.com 


Penn Valley Pump 


Penn Valley Pump Co., Inc. 

Warrington, PA 

800-311-3311 e 215-343-8750 © Fax: 215-343-8753 
info@pennvalleypump.com 

www.pennvalleypump.com 


Pollardwater 

New Hyde Park, NY 

800-437-1146 e Fax: 516-746-0852 
info@pollardwater.com 
www.pollardwater.com 

Ad on page 115 


ProMinent Fluid Controls, Inc. 
Pittsburgh, РА 

412-787-2404 
marketing-us@prominent.com 
Www. prominent.us 


Pulsafeeder 

Punta Gorda, FL 

800-333-6677 e 941-575-3800 e Fax: 941-575-4085 
kreid@idexcorp.com 

www.pulsatron.com 


SEEPEX Inc. 

Enon, OH 

937-864-7150 e Fax: 937-864-7157 
sales.us@seepex.com 
WWW.seepex.com 

Ad on page 71 


Stenner Pump Company 

Jacksonville, FL 

800-683-2378 e 904-641-1666 € Fax: 904-642-1012 
sales@stenner.com 

www.stenner.com 


Wastecorp Pumps 

Grand Island, NY 

888-829-2783 e 201-445-2882 e Fax: 888-888-3320 
info@wastecorp.com 

www.wastecorp.com 


Watson-Marlow Fluid Technology Group 
Wilmington, MA 

800-282-8823 © 978-658-6168 

info@wmttg.us 

www.wmftg.com 

Ad on page 17 


Pumps - Chopper 


SEED 


CORNELL 
— 


© 
EFFICIENT BY DESIGN 


Cornell Pump Company 
Clackamas, OR 

503-653-0330 e Fax: 503-653-0338 
muni@cornellpump.com 
www.cornellpump.com 


Crane Pumps & Systems 
Piqua, OH 

937-778-8947 e Fax: 614-360-0524 
cranepumps@cranepumps.com 
www.cranepumps.com 

Ad on page 53 


Holland Pump Company 

West Palm Beach, FL 

800-451-0769 e 561-697-3333 e Fax: 561-683-7247 
sales@hollandpump.com 

www.hollandpump.com 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fox: 973-366-3193 
sales@jdvequipment.com 
www.idvequipment.com 

Ad on page 8 


Landia, Inc. 

Cary, NC 

919-466-0603 Fax: 919-460-1666 
info@landiainc.com 
www.landiainc.com 

Ad on page 40 


SEEPEX Inc. 

Enon, OH 

937-864-7150 © Fax: 937-864-7157 
sales.us@seepex.com 
Wwww.seepex.com 

Ad on page 71 


Sulzer Pumps Solutions Inc. 

Meriden, CT 

800-525-7790 © 203-238-2700 © Fax: 203-238-0738 
info.abs.usa@sulzer.com 

www.sulzer.com 


Vaughan Company, Inc. 

Montesano, WA 

888-249-2467 © 360-249-4042 © Fax: 360-249-6155 
info@chopperpumps.com 

www.chopperpumps.com 

Ad on page 23 


Wastecorp Pumps 
Grand Island, 
888-829-2783 © 201-445-2882 © Fax: 888-888-3320 
info@wastecorp.com 
www.wastecorp.com 


WEMCO Pumps 
Salt Lake City, UT 
801-359-8731 
wsp@mail. weir 
www. global. weir /businesses /weirspecialty-pumps 


= 


www.tpomag.eom/annual-directory 


Pumps - Deep Well 


KSB, Inc. 

Henrico, VA 

804-222-1818 e Fax: 804-226-6961 
www.ksb.us.com 


Sulzer Pumps Solutions Inc. 

Meriden, CT 

800-525-7790 © 203-238-2700 e Fax: 203-238-0738 
info.abs.usa@sulzer.com 

www.sulzer.com 


Pumps - 
Dewatering/Bypass 


Boerger, LLC 

Chanhassen, MN 

612-435-7300 e Fax: 612-435-7301 
america@boerger.com 
www.boerger.com 


SBD 
CORNELL 
6—4 
Cornell Pump Company 
Clackamas, OR 
503-653-0330 e Fax: 503-653-0338 
muni@cornellpump.com 
www.cornellpump.com 


Crane Pumps & Systems 
Piqua, OH 

937-778-8947 e Fax: 614-360-0524 
cranepumps@cranepumps.com 
www.cranepumps.com 

Ad on page 53 


Gardner Denver Inc. 

Quincy, IL 

866-428-4890 e Fax: 217-221-8780 
www.gardnerdenver.com/gdproducts 
Ad on page 59 


GR 
GORMAN-RUPP 
PUMPS 


Gorman-Rupp Company 


NOV 

Houston, TX 
346-223-3000 
industrial@nov.com 
www.nov.com/industrial 


Press Technology & Mfg., Inc. 
Springfield, OH 

937-327-0755 
dberner@presstechnology.com 
www.presstechnology.com 


Rain for Rent 
Bakersfield, CA 
800-742-7246 
info@rainforrent.com 
www.rainforrent.com 


SRS Crisafulli System, Inc. 

Glendive, MT 

800-442-7867 e 406-365-3393 e Fax: 406-365-8088 
srsc@crisafulli.com 

www.crisafullipumps.com 


Sulzer Pumps Solutions Inc. 

Meriden, CT 

800-525-7790 e 203-238-2700 e Fax: 203-238-0738 
info.abs.usa@sulzer.com 

www.sulzer.com 


Sunbelt Rentals 

Fort Mill, SC 
800-736-2504 
www.sunbeltrentals.com 


Vaughan Company, Inc. 

Montesano, WA 

888-249-2467 e 360-249-4042 e Fax: 360-249-6155 
info@chopperpumps.com 

www. chopperpumps.com 

Ad on page 23 


Vertiflo Pump Company 
Cincinnati, OH 

513-530-0888 e Fax: 513-530-0893 
soles@vertiflopump.com 
www.vertiflopump.com 


Wastecorp Pumps 
Grand Island, NY 
888-829-2783 e 201-445-2882 e Fox: 888-888-3320 


Hawkins Water Treatment Group 

Roseville, MN 

800-328-5460 © 612-331-6910 © Fax: 612-331-5304 
laura. eilek@hawkinsinc.com 

www.hawkinsinc.com 


IWAKI America 
Holliston, MA 
508-429-1440 
info@iwakiamerica.com 
www.iwakiamerica.com 


LMI Pumps 

Ivyland, PA 

800-564-1097 © 215-293-0401 © Fax: 215-293-0445 
info@|mipumps.com 

www.lmipumps.com 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 e 585-426-0990 e Fax: 585-426-4025 
mail@jescoamerica.com 

www.lutzjescoamerica.com 


= MILTON ROY 


an Accudyne Industries brand 


877-786-7298 e Fox: 800-693-4295 
webinfo@miltonroy.com 
www.milfonroy.com 


Әйә 


Penn Valley Pump 


Penn Valley Pump Co., Inc. 

Warrington, PA 

800-311-3311 e 215-343-8750 © Fax: 215-343-8753 
info@pennvalleypump.com 

www.pennvalleypump.com 


ProMinent Fluid Controls, Inc. 
Pittsburgh, PA 

412-787-2484 
marketing-us@prominent.com 
www. prominent.us 


Pulsafeeder 

Punta Gorda, FL 

800-333-6677 e 941-575-3800 © Fax: 941-575-4085 
kreid@idexcorp.com 

www.pulsatron.com 


Rain for Rent 
Bakersfield, CA 
800-742-7246 
info@rainforrent.com 
Www.rainforrent.com 


Sunbelt Rentals 

Fort Mill, SC 
800-736-2504 
www.sunbeltrentals.com 


— 


ChemScan 


An CZ In-Situ Brand 


New Products, New Solutions. 


Introducing the 


Mansfield, OH info wastecorp.com 
419-755-1011 e Fax: 419-755-1251 www.Wwastecorp.com | i ce 
% Line of Sensors 
grsales2gormanrupp.com WEMCO Pumps See 
www. GRpumps.com Salt Lake City, UT | 
Ad on page 37 801-359-8731 
Holland Pump Company wsp@mail. weit 


West Palm Beach, FL www.global. weir /businesses /weir-specialty-pumps 
800-451-0769 © 561-697-3333 e Fax: 561-683-7247 
saleshollandpump.com 


www.hollandpump.com 


dee: Komline- 
Sanderson 
Komline-Sanderson 

Peapack, NJ 


Pumps - Diaphragm 


Blue-White 


Blue White Industries 


Visit us at ACE19, Booth #903 


.225. EEN - 008.224. Huntington Beach, CA 
И 082341000: b 308234718 714-893-8529 e Fax: 714-894-9492 
www Коте cori sales@blue-white.com 
Adon poge.28 www.blue-white.com ChemScan.com 
i Me page 2 ChemScan, Inc., 2325 Parklawn Drive, Suite I, Waukesha, WI 53186 


Phone: 262-717-9500, 800-665-7133 
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Wastecorp Pumps 

Grand Island, NY 

888-829-2783 e 201-445-2882 e Fax: 888-888-3320 
info@wastecorp.com 

WWW.Wastecorp.com 


Pumps - Double Disc 


Penn Valley Pump Co., Inc. 

Warrington, PA 

800-311-3311 e 215-343-8750 e Fax: 215-343-8753 
info@pennvalleypump.com 

www.pennvalleypump.com 


Pumps - Effluent 


Crane Pumps & Systems 
Piqua, OH 

937-778-8947 e Fax: 614-360-0524 
cranepumps@cranepumps.com 
www.cranepumps.com 

Ad on page 53 


GR 
GORMAN-RUPP 
PUMPS 


Gorman-Rupp Company 
Mansfield, OH 

419-755-1011 e Fax: 419-755-1251 
grsales@gormanrupp.com 
www.GRpumps.com 

Ad on page 37 


KSB, Inc. 

Henrico, VA 

804-222-1818 e Fax: 804-226-6961 
www.ksb.us.com 


Landia, Inc. 
Cary, NC 
919-466-0603 e Fax: 919-460-1666 
info@landiainc.com 
www.landiainc.com 

Ad on page 40 


Liberty Pumps 

Bergen, NY 

800-543-2550 © 585-494-1817 © Fax: 585-494-1839 
liberty@libertypumps.com 

www.libertypumps.com 


Rain for Rent 
Bakersfield, CA 
800-742-7246 
info@rainforrent.com 
www.rainforrent.com 


SEEPEX Inc. 

Enon, OH 

937-864-7150 e Fax: 937-864-7157 
sales.us@seepex.com 
www.seepex.com 

Ad on page 71 


Sulzer Pumps Solutions Inc. 

Meriden, CT 

800-525-7790 e 203-238-2700 e Fax: 203-238-0738 
info.abs.usa@sulzer.com 

www.sulzer.com 


Sunbelt Rentals 

Fort Mill, SC 
800-736-2504 
www.sunbeltrentals.com 


92 TREATMENT PLANT OPERATOR 


Vaughan Company, Inc. 

Montesano, WA 

888-249-2467 e 360-249-4042 e Fax: 360-249-6155 
info@chopperpumps.com 

www.chopperpumps.com 

Ad on page 23 


Vertiflo Pump Company 
Cincinnati, OH 

513-530-0888 e Fax: 513-530-0893 
soles@vertiflopump.com 
www.vertiflopump.com 


Wastecorp Pumps 

Grand Island, NY 

888-829-2783 e 201-445-2882 e Fax: 888-888-3320 
info@wastecorp.com 

WWW.Wastecorp.com 


WEMCO Pumps 

Salt Lake City, UT 

801-359-8731 

wsp@mail. weir 

www.global. weir /businesses /weir-specialty-pumps 


Pumps - Grinder/Sump 


Crane Pumps & Systems 
Piqua, OH 

937-778-8947 e Fax: 614-360-0524 
cranepumps@cranepumps.com 
www.cranepumps.com 

Ad on page 53 


GR 
GORMAN-RUPP 
PUMPS 


Gorman-Rupp Company 
Mansfield, OH 

419-755-1011 e Fax: 419-755-1251 
grsales@gormanrupp.com 
www.GRpumps.com 

Ad on page 37 


Landia, Inc. 

Cary, NC 

919-466-0603 e Fax: 919-460-1666 
info@landiainc.com 
www.landiainc.com 

Ad on page 40 

Liberty Pumps 

Bergen, NY 

800-543-2550 e 585-494-1817 e Fax: 585-494-1839 
liberty@libertypumps.com 
www.libertypumps.com 


Milwaukee Rubber Products, Inc. 

Menomonee Falls, WI 

800-325-3730 © 262-781-7888 © Fax: 262-781-1742 
sales@milwaukeerubber.com 
www.milwaukeerubber.com 


Sulzer Pumps Solutions Inc. 

Meriden, CT 

800-525-7790 © 203-238-2700 © Fax: 203-238-0738 
info.abs.usa@sulzer.com 

www.sulzer.com 


Vaughan Company, Inc. 

Montesano, WA 

888-249-2467 e 360-249-4042 e Fax: 360-249-6155 
info@chopperpumps.com 

www.chopperpumps.com 

Ad on page 23 


Vertiflo Pump Company 
Cincinnati, OH 

513-530-0888 e Fax: 513-530-0893 
sales@vertiflopump.com 
www.vertiflopump.com 


Wastecorp Pumps 

Grand Island, NY 

888-829-2783 e 201-445-2882 © Fax: 888-888-3320 
info@wastecorp.com 

www.wastecorp.com 


Pumps - High Pressure 


GR 
GORMAN-RUPP 
PUMPS 


Gorman-Rupp Company 
Mansfield, OH 

419-755-1011 e Fax: 419-755-1251 
grsales@gormanrupp.com 
www.GRpumps.com 

Ad on page 37 


IWAKI America 
Holliston, MA 
508-429-1440 
info@iwakiamerica.com 
www.iwakiamerica.com 


KS Komline- 
Sanderson 
Komline-Sanderson 

Peapack, NJ 


800-225-5457 e 908-234-1000 © Fax: 908-234-9487 
info komline.com 
www.komline.com 
Ad on page 28 


KSB, Inc. 

Henrico, VA 

804-222-1818 e Fax: 804-226-6961 
www.ksb.us.com 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 e 585-426-0990 e Fax: 585-426-4025 
mail@jescoamerica.com 

www.lutzjescoamerica.com 


Milton Roy 

Ivyland, РА 

877-786-7298 © Fax: 800-693-4295 
webinfo@miltonroy.com 
www.milfonroy.com 


Sulzer Pumps Solutions Inc. 

Meriden, CT 

800-525-7790 © 203-238-2700 © Fax: 203-238-0738 
info.abs.usa@sulzer.com 

www.sulzer.com 


Pumps - Metering 
Blue-White 


Industries, Ltd. 
Blue-White Industries 
Huntington Beach, CA 
714-893-8529 e Fax: 714-894-9492 
sales@blue-white.com 
www. blue-white.com 
Ad on page 2 


Hawkins Water Treatment Group 

Roseville, MN 

800-328-5460 © 612-331-6910 © Fax: 612-331-5304 
laura.eilek@hawkinsinc.com 

www.hawkinsinc.com 


Hayward Flow Control 
Clemmons, NC 

888-429-4635 e 336-712-9900 
hfcsales@hayward.com 
www.haywardflowcontrol.com 


IWAKI America 
Holliston, MA 
508-429-1440 
info@iwakiamerica.com 
www.iwakiamerica.com 


емі 


an Accudyne Industries brand 


LMI Pumps 

lvyland, PA 

800-564-1097 e 215-293-0401 © Fax: 215-293-0445 
info@|mipumps.com 

www.lmipumps.com 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 e 585-426-0990 e Fax: 585-426-4025 
mail@jescoamerica.com 

www. lutzjescoamerica.com 


= MILTON ROY 


an Accudyne Industries brand 
Milton Roy 
Ivyland, PA 
877-786-7298 e Fox: 800-693-4295 
webinfo@miltonroy.com 
www.miltonroy.com 


NOV 

Houston, TX 
346-223-3000 
industrial nov.com 
www.nov.com/industrial 


Peabody Engineering & Supply Inc. 
Corona, CA 

800-473-2263 e 951-734-7711 
sales@4peabody.com 
www.4peabody.com 


Pulsafeeder 

Punta Gorda, FL 

800-333-6677 e 941-575-3800 e Fax: 941-575-4085 
kreid@idexcorp.com 

www.pulsatron.com 


SEEPEZ. 


ALL THINGS FLOW 
SEEPEX Inc. 

Enon, OH 

937-864-7150 e Fax: 937-864-7157 
sales.us@seepex.com 
Wwww.seepex.com 

Ad on page 71 


Stenner Pump Company 

Jacksonville, FL 

800-683-2378 e 904-641-1666 e Fax: 904-642-1012 
sales@stenner.com 

www.stenner.com 


www.tpomag.eom/annual-directory 


Watson-Marlow Fluid Technology Group 
Wilmington, MA 

800-282-8823 e 978-658-6168 

info@wmttg.us 

www.wmftg.com 

Ad on page 17 


Pumps - Peristaltic 
Blue-White 


Industries, Ltd. 
Blue-White Industries 
Huntington Beach, CA 
714-893-8529 e Fax: 714-894-9492 
sales@blue-white.com 
www. blue-white.com 
Ad on page 2 


Gardner Denver Inc. 

Quincy, IL 

866-428-4890 e Fax: 217-221-8780 
www.gardnerdenver.com/gdproducts 
Ad on page 59 


Hawkins Water Treatment Group 

Roseville, MN 

800-328-5460 © 612-331-6910 © Fax: 612-331-5304 
laura.eilek@hawkinsinc.com 

www.hawkinsinc.com 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 e 585-426-0990 e Fax: 585-426-4025 
mail@jescoamerica.com 

www.lutzjescoamerica.com 


ProMinent Fluid Controls, Inc. 
Pittsburgh, PA 

412-787-2484 
marketing-us@prominent.com 
www. prominent.us 


Pulsafeeder 

Punta Gorda, FL 

800-333-6677 e 941-575-3800 e Fax: 941-575-4085 
kreid@idexcorp.com 

www.pulsatron.com 


Stenner Pump Company 

Jacksonville, FL 

800-683-2378 © 904-641-1666 © Fax: 904-642-1012 
sales@stenner.com 

www.stenner.com 


Watson-Marlow Fluid Technology Group 
Wilmington, MA 

800-282-8823 e 978-658-6168 

info@wmttg.us 

www.wmftg.com 

Ad on page 17 


Pumps - Piston 
dee Komline- 
Sanderson 


Komline-Sanderson 

Peapack, NJ 

800-225-5457 e 908-234-1000 Fax: 908-234-9487 
info@komline.com 

www.komline.com 


Ad on page 28 


Pumps - Progressive Cavity 
DRYCAKE 


Vancouver, BC 

Canada 

877-379-2253 © 604-535-2238 
salesdrycake.com 
www.drycake.com 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 © 585-426-0990 e Fax: 585-426-4025 
mail@jescoamerica.com 

www.lutzjescoamerica.com 


Milton Roy 

Ivyland, РА 

877-786-7298 e Fax: 800-693-4295, 
webinfo@miltonroy.com 
www.milfonroy.com 


NOV 

Houston, TX 
346-223-3000 
industrial@nov.com 
www.nov.com/industrial 


ScreenCo Systems LLC 
Genesee, ID 

208-790-8770 
sales@screencosystems.com 
www.screencosystems.com 
Ad on page 113 


SEEPEZ. 


ALL THINGS FLOW 
SEEPEX Inc. 

Enon, OH 

937-864-7150 e Fox: 937-864-7157 
sales.us@seepex.com 
WWW.seepex.com 

Ad on page 71 


Wastecorp Pumps 

Grand Island, NY 

888-829-2783 e 201-445-2882 e Fax: 888-888-3320 
info@wastecorp.com 

www.wastecorp.com 


Pumps - Reciprocating 


PYP 


Penn Valley Pump 


Penn Valley Pump Co., Inc. 

Warrington, D 

800-311-3311 e 215-343-8750 e Fax: 215-343-8753 
info@pennvalleypump.com 

www.pennvalleypump.com 


Pumps - Rotary Lobe 


Boerger, LLC 

Chanhassen, MN 

612-435-7300 e Fax: 612-435-7301 
america@boerger.com 
www.boerger.com 


Holland Pump Company 

West Palm Beach, FL 

800-451-0769 © 561-697-3333 e Fax: 561-683-7247 
saleshollandpump.com 

www.hollandpump.com 


Wastecorp Pumps 

Grand Island, NY 

888-829-2783 e 201-445-2882 e Fax: 888-888-3320 
info@wastecorp.com 

www.wastecorp.com 


Pumps - Solids/Sludge 


Boerger, LLC 

Chanhassen, MN 

612-435-7300 e Fax: 612-435-7301 
america@boerger.com 
www.boerger.com 


PED 


CORNELL 


© 
EFFICIENT BY DESIGN 


Cornell Pump Company 
Clackamas, OR 

503-653-0330 e Fax: 503-653-0338 
muni@cornellpump.com 
www.cornellpump.com 


Crane Pumps & Systems 
Piqua, OH 

937-778-8947 • Fax: 614-360-0524 
cranepumps@cranepumps.com 
www.cranepumps.com 

Ad on page 53 


GR 
GORMAN-RUPP 
PUMPS 


Gorman-Rupp Company 
Mansfield, OH 

419-755-1011 e Fax: 419-755-1251 
grsales@gormanrupp.com 
www.GRpumps.com 

Ad on page 37 


Holland Pump Company 

West Palm Beach, FL 

800-451-0769 e 561-697-3333 e Fax: 561-683-7247 
saleshollandpump.com 

www.hollandpump.com 


IWAKI America 
Holliston, MA 
508-429-1440 
info@iwakiamerica.com 
www.iwakiamerica.com 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fox: 973-366-3193 
sales@jdvequipment.com 
www.jdvequipment.com 

Ad on page 8 


KS Komline- 
Sanderson 
Komline-Sanderson 

Peapack, NJ 

800-225-5457 e 908-234-1000 e Fax: 908-234-9487 
info@komline.com 

www.komline.com 


Ad on page 28 


KSB, Inc. 

Henrico, VA 

804-222-1818 e Fax: 804-226-6961 
www.ksb.us.com 


Landia, Inc. 

Cary, NC 

919-466-0603 e Fax: 919-460-1666 
info@landiainc.com 
www.landiainc.com 

Ad on page 40 


Liberty Pumps 

Bergen, NY 

800-543-2550 e 585-494-1817 e Fax: 585-494-1839 
liberty@libertypumps.com 

www.libertypumps.com 

NOV 

Houston, TX 

346-223-3000 

industrial@nov.com 

www.nov.com/industrial 


eich 


Penn Valley Pump 


Penn Valley Pump Co., Inc. 

Warrington, PA 

800-311-3311 e 215-343-8750 © Fax: 215-343-8753 
info@pennvalleypump.com 

www.pennvalleypump.com 


Rain for Rent 
Bakersfield, CA 
800-742-7246 
info@rainforrent.com 
www.rainforrent.com 


Red Valve Co. / Tideflex Technologies 
Carnegie, PA 

412-279-0044 e Fax: 412-279-7878 
sales@redvalve.com 

www.tedvalve.com 

Ad on page 116 


Robuschi USA 

Quincy, IL 

866-428-4890 e Fax: 217-221-8780 
www.gardnerdenver.com/robuschi/ 
Ad on page 11 


Schwing Bioset, Inc. 

Somerset, WI 

844-246-7381 e 715-247-3433 © Fax: 715-247-3438 
marketing@schwingbioset.com 

www.schwingbioset.com 


ScreenCo Systems LLC 
Genesee, ID 

208-790-8770 
sales@screencosystems.com 
www.screencosystems.com 
Ad on page 113 


SEEPEZ. 


ALL THINGS FLOW 
SEEPEX Inc. 

Enon, OH 

937-864-7150 © Fax: 937-864-7157 
sales.us@seepex.com 
WWNI.Seepex.com 

Ad on page 71 


Smith & Loveless, Inc. 

Lenexa, KS 

800-898-9122 e 913-888-5201 © Fax: 913-888-2173 
answers@smithandloveless.com 
www.smithandloveless.com 
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SRS Crisafulli System, Inc. 

Glendive, MT 

800-442-7867 e 406-365-3393 e Fax: 406-365-8088 
srsc@crisafulli.com 

www.crisafullipumps.com 


Sulzer Pumps Solutions Inc. 

Meriden, CT 

800-525-7790 e 203-238-2700 e Fax: 203-238-0738 
info.abs.usa@sulzer.com 

www.sulzer.com 


Sunbelt Rentals 

Fort Mill, SC 
800-736-2504 
www.sunbeltrentals.com 


Vaughan Company, Inc. 

Montesano, WA 

888-249-2467 e 360-249-4042 e Fax: 360-249-6155 
info@chopperpumps.com 

www. chopperpumps.com 

Ad on page 23 


Vertiflo Pump Company 
Cincinnati, OH 

513-530-0888 e Fax: 513-530-0893 
soles@vertitlopump.com 
www.vertiflopump.com 


Wastecorp Pumps 

Grand Island, NY 

888-829-2783 e 201-445-2882 e Fax: 888-888-3320 
info@wastecorp.com 

WWW.Wastecorp.com 


Watson-Marlow Fluid Technology Group 
Wilmington, MA 

800-282-8823 e 978-658-6168 

info@wmttg.us 

www.wmftg.com 

Ad on page 17 


WEMCO Pumps 

Salt Lake City, UT 

801-359-8731 

wsp@mail. weir 

www.global.weir/businesses /weir-specialty-pumps 


Pumps - Submersible 


Boerger, LLC 

Chanhassen, MN 

612-435-7300 e Fax: 612-435-7301 
america@boerger.com 
www.boerger.com 


CORNELL 

EFFICIENT BY Ae 
Cornell Pump Company 
Clackamas, OR 
503-653-0330 e Fax: 503-653-0338 
muni@cornellpump.com 
www.cornellpump.com 


Crane Pumps & Systems 
Piqua, OH 

937-778-8947 e Fax: 614-360-0524 
cranepumps@cranepumps.com 
Wwww.cranepumps.com 

Ad on page 53 
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GR 
GORMAN-RUPP 
PUMPS 


Gorman-Rupp Company 
Mansfield, OH 

419-755-1011 e Fax: 419-755-1251 
grsales@gormanrupp.com 
www.GRpumps.com 

Ad on page 37 


Holland Pump Company 

West Palm Beach, FL 

800-451-0769 e 561-697-3333 e Fax: 561-683-7247 
saleshollandpump.com 

www.hollandpump.com 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fax: 973-366-3193 
salesjdvequipment.com 
www.jdvequipment.com 

Ad on page 8 


KSB, Inc. 

Henrico, VÀ 

804-222-1818 e Fax: 804-226-6961 
www.ksb.us.com 


Landia, Inc. 

Cary, NC 

919-466-0603 © Fax: 919-460-1666 
info@landiainc.com 
www.landiainc.com 

Ad on page 40 


Liberty Pumps 

Bergen, NY 

800-543-2550 © 585-494-1817 e Fax: 585-494-1839 
liberty@libertypumps.com 

www.libertypumps.com 


Pollardwater 

New Hyde Park, NY 

800-437-1146 © Fax: 516-746-0852 
info@pollardwater.com 
www.pollardwater.com 

Ad on page 115 


Rain for Rent 
Bakersfield, CA 
800-742-7246 
info@rainforrent.com 
www.rainforrent.com 


SRS Crisafulli System, Inc. 

Glendive, MT 

800-442-7867 e 406-365-3393 e Fax: 406-365-8088 
stsc@cisatulli.com 

www.crisafullipumps.com 


LZER 


Sulzer Pumps Solutions Inc. 

Meriden, CT 

800-525-7790 e 203-238-2700 e Fax: 203-238-0738 
info.abs.usa@sulzer.com 

www.sulzer.com 


Sunbelt Rentals 

Fort Mill, SC 
800-736-2504 
www.sunbeltrentals.com 


Vaughan Company, Inc. 

Montesano, WA 

888-249-2467 © 360-249-4042 e Fax: 360-249-6155 
info@chopperpumps.com 

www.chopperpumps.com 

Ad on page 23 


Wastecorp Pumps 

Grand Island, NY 

888-829-2783 e 201-445-2882 e Fox: 888-888-3320 
info@wastecorp.com 

Www.wastecorp.com 


WEMCO Pumps 

Salt Lake City, UT 

801-359-8731 

wsp@mail. weir 
www.global. weir /businesses /weir-specialty-pumps 


Pumps - Vacuum 


Wastecorp Pumps 

Grand Island, NY 

888-829-2783 e 201-445-2882 © Fox: 888-888-3320 
info@wastecorp.com 

www.wastecorp.com 


Pumps - 
Vertical/Lift Station 


Crane Pumps & Systems 
Piqua, OH 

937-778-8947 e Fax: 614-360-0524 
cranepumps@cranepumps.com 
www.cranepumps.com 

Ad on page 53 


GR 
GORMAN-RUPP 
PUMPS 


Gorman-Rupp Company 
Mansfield, OH 

419-755-1011 e Fax: 419-755-1251 
grsales@gormanrupp.com 
www.GRpumps.com 

Ad on page 37 


Holland Pump Company 

West Palm Beach, FL 

800-451-0769 e 561-697-3333 e Fax: 561-683-7247 
saleshollandpump.com 

www.hollandpump.com 


KSB, Inc. 

Henrico, VA 

804-222-1818 e Fax: 804-226-6961 
www.ksb.us.com 


Landia, Inc. 

Cary, NC 

919-466-0603 Fax: 919-460-1666 
info@landiainc.com 
www.landiainc.com 

Ad on page 40 

Liberty Pumps 

Bergen, NY 

800-543-2550 e 585-494-1817 e Fax: 585-494-1839 
liberty@libertypumps.com 
www.libertypumps.com 


Robuschi USA 

Quincy, IL 

866-428-4890 e Fax: 217-221-8780 
www.gardnerdenver.com/robuschi/ 
Ad on page 11 


Smith & Loveless, Inc. 

Lenexa, KS 

800-898-9122 © 913-888-5201 © Fax: 913-888-2173 
answers@smithandloveless.com 
www.smithandloveless.com 


SRS Crisafulli System, Inc. 

Glendive, MT 

800-442-7867 e 406-365-3393 © Fax: 406-365-8088 
srsc@crisafulli.com 

www.crisafullipumps.com 


Sulzer Pumps Solutions Inc. 

Meriden, CT 

800-525-7790 e 203-238-2700 e Fax: 203-238-0738 
info.abs.usa@sulzer.com 

www.sulzer.com 


Vaughan Company, Inc. 

Montesano, WA 

888-249-2467 e 360-249-4042 e Fax: 360-249-6155 
info@chopperpumps.com 

www.chopperpumps.com 

Ad on page 23 


Vertiflo Pump Company 
Cincinnati, OH 

513-530-0888 e Fax: 513-530-0893 
sales@vertiflopump.com 
www.vertiflopump.com 


Wastecorp Pumps 
Grand Island, NY 
888-829-2783 e 201-445-2882 e Fox: 888-888-3320 
info@wastecorp.com 
Www.wastecorp.com 


WEMCO Pumps 
Salt Lake City, UT 
801-359-8731 
wsp@mail.weir 
www.global. weir /businesses /weirspecialty-pumps 


Rectangular Collectors 


AMWELL, A Div. of McNish Corp. 
North Aurora, IL 

630-898-6900 e Fax: 630-898-6901 
phaizman@amwell-inc.com 
www.amwelkinc.com 


Walker Process Equipment, A Div. of McNish Corp. 
Aurora, IL 

630-892-7921 e Fax: 630-892-7951 

walker. process@walker-process.com 
www.walker-process.com 


Rehab/Retrofit 


DEENEN 
Evoqua Water Technologies LLC 

Pittsburgh, PA 

800-466-7873 e 724-772-0044 

Www.evoqud.com 


www.tpomag.eom/anmnual-directory 


Remaining Service Time 


Activated Carbon Services - PACS 
Coraopolis, PA 

800-367-2587 e 724-457-6576 
henry@pacslabs.com 
www.pacslabs.com 


Remote Monitoring 


ih PRIMEX. 


PRIMEX 

Detroit Lakes, MN 

218-847-1317 © Fox: 218-847-4617 
info@primexcontrols.com 
www.primexcontrols.com 


Sensaphone® 

Aston, PA 

855-807-1887 
contact@sensaphone.com 
www.sensaphone.com 


Renewable Energy 
Products 


2G Energy Inc. 
St. Augustine, FL 
904-579-3217 
info@2g-energy.com 
www.2g-energy.com 


Amtech Drives, Inc. 

Atlanta, GA 

110-469-5240 e Fax: 770-469-5241 
info@amtechdrives.com 
www.amtechdrives.com 


Capstone Turbine Corporation 

Van Nuys, CA 

800-422-7786 e 818-734-5300 e Fax: 818-734-5385 
marketing@capstoneturbine.com 
www.copstoneturbine.com 


Duryea Technologies 
Reading, PA 

484-277-7137 
info@duryeatech.com 
www.duryeatechnologies.com 


Flottweg Separation Technology, Inc. 
Independence, KY 

859-448-2331 e Fax: 859-448-2333 
soles@flottweg.net 

www.flottweg.com 


Kohler Power Systems 
Kohler, WI 

800-544-2444 e 920-457-4441 
www.kohlerpower.com 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 e Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Sierra Instruments, Inc. 

Monterey, CA 

800-866-0200 © 831-373-0200 © Fax: 831-373-4402 
info@sierrainstruments.com 

Www. sierrainstruments.com 


Unison Solutions, Inc. 

Dubuque, IA 

563-585-0967 e Fax: 563-585-0970 
sales@unisonsolutions.com 
www.unisonsolutions.com 


Vaughan Company, Inc. 

Montesano, WA 

888-249-2467 e 360-249-4042 e Fax: 360-249-6155 
info@chopperpumps.com 

www. chopperpumps.com 

Ad on page 23 


WesTech Engineering 

Salt Lake City, UT 

801-265-1000 © Fax: 801-265-1080 
info@westech-inc.com 
www.westech-inc.com 


Rental Equipment 


Aqua-Aerobic Systems, Inc. 

Loves Park, IL 

800-940-5008 e 815-654-2501 e Fax: 815-654-2508 
solutions@aqua-cerobic.com 

www.aquo-aerobic.com 

Ad on page 29 


Centrisys /CNP 
Kenosha, WI 
262-654-6006 
marketing @centrisys.us 
www.centrisys.com 

Ad on page 49 


E@virosight 

Envirosight 

Randolph, NJ 

866-936-8476 © 973-252-6700 e Fax: 973-252-1176 
mail@envirosight.com 

www.envirosight.com 


т 
fluence 
Fluence Corporation 
Golden Valley, MN 
800-879-3677 © 763-746-9278 
info@fluencecorp.com 
www.fluencecorp.com 
Ad on page 17 


Holland Pump Company 

West Palm Beach, FL 

800-451-0769 © 561-697-3333 e Fax: 561-683-7247 
saleshollandpump.com 

www.hollandpump.com 


Kohler Power Systems 
Kohler, WI 

800-544-2444 e 920-457-4441 
www.kohlerpower.com 


Siemens Process Instrumentation 
Harleysville, PA 

800-365-8766 ext: 4519 
piabusales.industry@siemens.com 
www.usa.siemens.com/pi 


SRS Crisafulli System, Inc. 

Glendive, MT 

800-442-7867 e 406-365-3393 e Fax: 406-365-8088 
srsc@crisafulli.com 

www.crisafullipumps.com 


Sunbelt Rentals 

Fort Mill, SC 
800-736-2504 
www.sunbeltrentals.com 


TIGG, LLC 
Oakdale, PA 
724-403-3020 
sales@tigg.com 
www.tigg.com 
Ad on page 75 


Root Control 


Reverse Osmosis 
Equipment 


AdEdge Water Technologies, LLC 

Duluth, GA 

866-823-3343 e 678-835-0052 © Fax: 678-835-0057 
sales@adedgetechnologies.com 

www.adedgetech.com 

Ad on page 114 


KCH Engineered Systems 
Forest City, NC 
828-245-9836 
khankinson@kchservices.com 
www.kchservices.com 


Pick Heaters, Inc. 

West Bend, WI 

262-338-1191 e Fax: 262-338-8489 
info @pickheaters.com 
www.pickheaters.com 


Volumetric Feeder Scale 


KNOWLEDGE IS 


POWER 


š | Wizard 4000* 
| 
| 


Advanced 
Digital System 


Solo G2 
Electronic 
Weight Indicator 


6 See amount used and feed rate on PLC/SCADA 
é Allows accurate record keeping of usage 

% Alerts operator when hopper refill is needed 

% Security anchor points for your specific feeder 


Call (925) 686-6700 or = 
visit www.forceflowscales.com CHECK. CONTROL. COMPLY. — 
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Safety Equipment/ 
Personal Protection 


American Pleasure Products, Inc. 
Rose City, MI 

989-685-2697 e Fax: 989-685-8484 
info@aquacycleusa.com 
www.aquacycleusa.com 

Ad on page 77 


ElectroSwitch Corporation 
Weymouth, MA 
781-335-5200 
info@electroswitch.com 
www.electroswitch.com 


ENMET 

Ann Arbor, MI 

800-521-2978 © 734-761-1270 © Fax: 734-761-1229 
infoQenmet.com 

www.enmet.com 


Force Flow 

Concord, CA 

925-686-6700 e Fax: 925-686-6713 
info@forceflow.com 
www.forceflowscales.com 

Ad on page 95 


Halogen Valve Systems, Inc. 

Tustin, CA 

877-476-4222 e 949-261-5030 e Fax: 949-261-5033 
info@halogenvalve.com 

www.halogenvalve.com 


Milwaukee Rubber Products, Inc. 

Menomonee Falls, WI 

800-325-3730 © 262-781-7888 © Fax: 262-781-1742 
sales@milwaukeerubber.com 
www.milwaukeerubber.com 


RKI Instruments, Inc. 

Union City, CA 

800-754-5165 e 510-441-5656 e Fax: 510-441-5650 
orders@rkiinstruments.com 

www.tkiinstruments.com 


Samplers/Sampling 
Systems 


Hach 

Loveland, CO 

800-227-4224 e 970-669-3050 
orders@hach.com 
www.hach.com 


SCADA Systems 


ElectroSwitch Corporation 
Weymouth, MA 
781-335-5200 
info@electroswitch.com 
www.electroswitch.com 


5 
EMERSON. 


Emerson Automation Solutions, Power & Water 
Pittsburgh, PA 

800-445-9723 e 412-963-4804 
powerwater@emerson.com 

www.emerson.com/water 
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Flomatic Valves 

Glens Falls, NY 

800-833-2040 e 518-761-9797 e Fax: 518-761-9798 
flomatic@flomatic.com 

www.flomatic.com 


oh PRIMEX. 


PRIMEX 

Detroit Lakes, MN 

218-847-1317 e Fax: 218-847-4617 
info@primexcontrols.com 
www.primexcontrols.com 


Schneider Electric / Square D 
Knightdale, NC 

919-266-3761 
www.schneider-electric.us 


Sensaphone® 

Aston, PA 

855-807-1887 
contact@sensaphone.com 
www.sensaphone.com 


Tesco Controls, Inc. 
Sacramento, CA 
916-395-8800 
sales@tescocontrols.com 
https: //tescocontrols.com 


Scales 


Eagle Microsystems, Inc. 

Pottstown, PA 

800-780-8636 © 610-323-2250 Fax: 610-323-0114 
info@eaglemicrosystems.com 
www.eaglemicrosystems.com 


^ FORCE FLOW 


CHECK. CONTROL. COMPLY. 
Force Flow 
Concord, CA 
925-686-6700 e Fax: 925-686-6713 
info@forceflow.com 
www.forceflowscales.com 
Ad on page 95 


Screens/Strainers/ 
Screening Systems 


AMWELL, A Div. of McNish Corp. 
North Aurora, IL 

630-898-6900 e Fax: 630-898-6901 
phaizman@amwell-inc.com 
www.amwell-inc.com 


Aqseptence Group, Inc. - Johnson Screens 

New Brighton, MN 

800-833-9473 © 651-636-3900 e Fax: 651-638-3171 
charles. flansburg@agqseptence.com 
www.johnsonscreens.com 


Aqualitec Corp. 
Los Angeles, CA 
855-650-2214 
info@aqualitec.com 
www.aqualitec.com 


Clean Water Technology, Inc. 
Los Angeles, CA 

310-380-4648 
info@cleanwatertechnology.com 
www.cleanwatertechnology.com 


P. i 
CleanTek 
d WATER SOLUTIONS 
CleanTek Water Solutions 
Fridley, MN 
866-929-7773 
info@cleantekwater.com 
www.cleantekwater.com 


DRYCAKE 


DRYCAKE 

Vancouver, BC 

Canada 

877-379-2253 e 604-535-2238 
sales@drycake.com 
www.drycake.com 


ЗЕ Enviro-Care 


A WAMGROUP' Company 
Soon to be SAVECO North America, Inc, 


Enviro-Care Company 
Gurnee, IL 

815-636-8306 
ecsales@enviro-care.com 
WWNW.enviro-care.com 

Ad on page 4 


Hayward Flow Control 
Clemmons, NC 

888-429-4635 e 336-712-9900 
hfcsales@hayward.com 
www.haywardflowcontrol.com 


Headworks International, Inc. 
Houston, TX 

713-647-6667 e Fax: 713-647-0999 
hwGheadworksintl.com 
www.headworksintl.com 


HUBER Technology, Inc. 
Huntersville, NC 

704-949-1010 e Fax: 704-949-1020 
marketing@hhusa.net 

www. huberforum.net 

Ad on page 7 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fox: 973-366-3193 
sales@jdvequipment.com 

www. jdvequipment.com 

Ad on EES 8 


Lakeside Equipment Corporation 
Bartlett, IL 

630-837-5640 e Fax: 630-837-5647 
sales@lakeside-equipment.com 
www.lakeside-equipment.com 

Ad on page 3 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Park Process 

Houston, TX 

855-511-7275 e 713-849-7124 e Fax: 713-937-4254 
adobbs@park-usa.com 

www.parkprocess.com 


Parkson Corporation 

Ft. Lauderdale, FL 

888-727-5766 € Fax: 954-974-6182 
technology@parkson.com 
www.parkson.com 


ы? 
j 4 РАХО 
— bag it right 

Paxxo 

Newnan, GA 

770-502-0055 e Fax: 770-502-0088 
cp@paxxo.com 
WWW.paxxo.com 


Press Technology & Mfg., Inc. 
Springfield, OH 

937-327-0755 
dberner@presstechnology.com 
www.presstechnology.com 


ScreencO 
Systems 


ScreenCo Systems LLC 
Genesee, ID 

208-790-8770 
sales@screencosystems.com 
www.screencosystems.com 
Ad on page 113 


Smith & Loveless, Inc. 

Lenexa, KS 

800-898-9122 e 913-888-5201 © Fax: 913-888-2173 
answers@smithandloveless.com 
www.smithandloveless.com 


Sure Flow Products, LLC 

Wixom, MI 

248-380-3569 e Fax: 248-380-3568 
sales@sureflowproducts.com 
www.flowmetersource.com 


Trident Processes LLC 
Abbotsford, BC 

Canada 

800-799-3740 © 604-330-2500 
info@tridentprocesses.com 

https: //tridentprocesses.com 


ME a. ER 


ulcan 


Vulcan Industries, Inc. 
Missouri Valley, IA 

712-642-2755 • Fax: 712-642-4256 
sales@vulcanindustries.com 
www.vulcanindustries.com 

Ad on page 69 


Screw Conveyors 


AMWELL, A Div. of McNish Corp. 
North Aurora, IL 

630-898-6900 © Fax: 630-898-6901 
phaizman@amwell-inc.com 
www.amwelkinc.com 


Aqseptence Group, Inc. - Johnson Screens 

New Brighton, MN 

800-833-9473 © 651-636-3900 e Fax: 651-638-3171 
charles. flansburg@aqseptence.com 
Wwww.johnsonscreens.com 


A | 


CleanTek Water Solutions 
Fridley, MN 

866-929-7773 
info@cleantekwater.com 
www.cleantekwater.com 


DRYCAKE 

Vancouver, BC 

Canada 

877-379-2253 © 604-535-2238 
soles@drycake.com 
www.drycake.com 


Enviro-Care Company 
Gurnee, IL 

815-636-8306 
ecsales@enviro-care.com 
Wwww.enviro-care.com 

Ad on page 4 


Headworks International, Inc. 
Houston, TX 

713-647-6667 ® Fax: 713-647-0999 
hw@headworksintl.com 
www.headworksintl.com 


HUBER Technology, Inc 
Huntersville, NC | 
704-949-1010 e Fax: 704-949-1020 
marketing@hhusa.net 
www.huberforum.net 


Ad on page 7 
JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fax: 973-366-3193 
soles@jdvequipment.com 
www.jdvequipment.com 

Ad on page 8 
LAKESIDE 


Lakeside Equipment Corporation 
Bartlett, IL 

630-837-5640 e Fax: 630-837-5647 
soles@lakeside-equipment.com 
www.lakeside-equipment.com 


Ad on page 3 


Parkson Corporation 

Ft. Lauderdale, FL 

888-727-5766 ® Fax: 954-974-6182 
technology@parkson.com 
www.parkson.com 


Press Technology & Mfg., Inc. 
Springfield, OH 

937-327-0755 
dberner@presstechnology.com 
www.presstechnology.com 


Schwing Bioset, Inc. 

Somerset, WI 

844-246-7381 e 715-247-3433 e Fax: 715-247-3438 
marketing@schwingbioset.com 

www.schwingbioset.com 


Trident Processes LLC 
Abbottsford, BC 

Canada 

800-799-3740 e 604-330-2500 
info@tridentprocesses.com 

https: //tridentprocesses.com 


Vulcan Industries, Inc 
Missouri Valley, IA 

712-642-2755 e Fax: 712-642-4256 
sales@vulcanindustries.com 
www.vulcanindustries.com 

Ad on page 69 


Scrubbers/Biofilters 
AdEdge Water Technologies, LLC 

Duluth, GA 
866-823-3343 © 678-835-0052 e Fax: 678-835-0057 
soles@adedgetechnologies.com 

www.adedgetech.com 

Ad on page 114 


BOHN BIOFILTER:? 
Odor and Air Emissions Control 
BOHN BIOFILTER 
Tucson, AZ 
520-624-4644 
info@bohnbiofilter.com 
www.bohnbiofilter.com 


INDUSCO 


ENVIRONMENTAL 


Indusco Environmental Services, Inc. 
Spanish Fort, AL 

251-621-2338 © Fax: 251-621-2342 
sales@induscoenviro.com 
www.induscoenviro.com 


KCH Engineered Systems 
Forest City, NC 
828-245-9836 
khankinson@kchservices.com 
www.kchservices.com 


Simple Solutions D 
West Milford, NJ 
800-667-8465 e 973-846-7817 e Fax: 973-858-0219 
sales@industrialodorcontrol.com 
www.industrialodorcontrol.com 

Ad on page 113 


stributing 


Secondary Containment 


AmTech Tank Lining & Repair 
Plymouth, NH 

888-839-0373 e Fax: 603-947-9500 
info@amtechtanklining.com 
www.amtechtanklining.com 

Ad on page 87 


Security Equipment/ 
Systems 


Emerson Automation Solutions, Power & Water 
Pittsburgh, PA 

800-445-9723 © 412-963-4804 
powerwater@emerson.com 

www.emerson.com/water 


Sensors 


Amtech Drives, Inc. 

Atlanta, GA 

770-469-5240 © Fax: 770-469-5241 
info@amtechdrives.com 
www.amtechdrives.com 


Burkert Fluid Control Systems 

Huntersville, NC 

800-325-1405 e 704-504-4440 e Fax: 949-223-3198 
marketing-usa@burkert.com 

www. burkertusa.com 


И һ e Inc. 

Waukesha, WI 

800-665-7133 e 262-717-9500 e Fax: 262-717-9530 
info chemscan.com 

www.chemscan.com 

Ad on page 91 


Chromalox 

Pittsburgh, PA 

800-443-2640 © 412-967-3800 © Fax: 412-967-5148 
sales@chromalox.com 

www.chromalox.com 


Eagle Microsystems, Inc. 

Pottstown, PA 

800-780-8636 e 610-323-2250 e Fax: 610-323-0114 
info@eaglemicrosystems.com 
www.eaglemicrosystems.com 


YOU 


HAVE A 
CHOICE 


Endress+Hauser 


Endress+Hauser 

Greenwood, IN 

888-363-7377 e Fax: 317-535-8498 
info@us.endress.com 
www.us.endress.com 


Envirosuite 

Burlingame, CA 
424-335-1331 
inquiries@envirosuite.com 
www.envirosuite.com 


FCI - Fluid Components International 

San Marcos, СА 

800-854-1993 e 760-744-6950 e Fax: 760-736-6250 
eflow@fluidcomponents.com 

www.fluidcomponents.com 


Hach 

Loveland, CO 

800-227-4224 e 970-669-3050 
orders@hach.com 
www.hach.com 


Hawk Measurement 

Lawrence, MA 

888-429-5538 © 978-304-3000 © Fax: 978-304-1462 
info@hawkmeasure.com 

www.hawkmeasure.com 


IWAKI America 
Holliston, MA 
508-429-1440 
info@iwakiamerica.com 
www.iwakiamerica.com 


YSI has been developing and manufacturing water quality 
monitoring instrumentation in the U.S. for 70 years. 


ei YSl.com/WW 
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Keller America Inc. 

Newport News, VÀ 

877-253-5537 e 757-596-6680 e Fax: 757-596-6659 
sales@kelleramerica.com 

www.kelleramerica.com 

Ad on page 35 


LaMotte Company 

Chestertown, MD 

800-344-3100 e 410-778-3100 e Fax: 410-778-6394 
mkt@lamotte.com 

www.lamotte.com 


Lovibond Tintometer 

Sarasota, FL 

800-922-5242 © 941-756-6410 © Fax: 941-727-9654 
sales@tintometer.us 

www.lovibond.us 

Ad on page 63 


(^9 MoistTech Corp. 


MoistTech Corp. 

Sarasota, FL 

941-727-1800 e Fax: 941-727-1810 
info moisttech.com 
www.moisttech.com 


Pepperl+Fuchs 

Twinsburg, OH 

330-425-3555 e Fax: 330-425-4607 
soles@us.pepperl-fuchs.com 
www.pepperl-fuchs.com 


PMC Engineering 

Danbury, (Т 

203-792-8686 e Fax: 203-743-2051 
soles@pmcl om 

www.pmcl .com 


PRIMEX 

Detroit Lakes, MN 

218-847-1317 © Fax: 218-847-4617 
info@primexcontrols.com 
www.primexcontrols.com 


RKI Instruments, Inc. 

Union City, CA 

800-754-5165 e 510-441-5656 e Fax: 510-441-5650 
orders@rkiinstruments.com 

www.tkiinstruments.com 


Schneider Electric / Square D 
Knightdale, NC 

919-266-3761 
www.schneider-electric.us 


O98 TREATMENT PLANT OPERATOR 


Seametrics 

Seametrics 

Kent, WA 

800-975-8153 e 253-872-0284 e Fax: 253-872-0285 
info@seamettics.com 

Www.seametrics.com 


Sensaphone® 

Aston, PA 

855-807-1887 
contact@sensaphone.com 
www.sensaphone.com 


Sensorex 

Garden Grove, CA 
714-895-4344 
info@sensorex.com 
www.sensorex.com 


Siemens Process Instrumentation 
Harleysville, PA 

800-365-8766 ext: 4519 
piabusales.industry@siemens.com 
www.usa.siemens.com/pi 


Sierra Instruments, Inc. 

Monterey, CA 

800-866-0200 © 831-373-0200 e Fax: 831-373-4402 
info@sierrainstruments.com 

www.sierrainstruments.com 


Sure Flow Products, LLC 

Wixom, Ml 

248-380-3569 © Fox: 248-380-3568 
soles@sureflowproducts.com 
www.flowmetersource.com 


Van London Co. 

Houston, TX 

800-522-7920 © 832-456-6641 e Fax: 832-456-6642 
info@vanlondon.com 

www.vanlondon.com 


YSI, a Xylem brand 
Yellow Springs, OH 
800-765-4974 © 937-767-7241 
info@ysi.com 

www.ysi.com 

Ad on page 97 


Septage Receiving Stations 


CleanTek Water Solutions 
Fridley, MN 

866-929-7773 
info@cleantekwater.com 
www.cleantekwater.com 


IDRYCAKE) 


Vanderbeken Enterprises Ltd, 


DRYCAKE 

Vancouver, BC 

Canada 

877-379-2253 © 604-535-2238 
salesdrycake.com 
www.drycake.com 


ШЕ Enviro-Care 


A WAMGROUP' Company 

Soon to be SAVECO North America, Inc, 
Enviro-Care Company 
Gurnee, IL 
815-636-8306 
ecsales@enviro-care.com 
WWNW.enviro-care.com 
Ad on page 4 


HUBER Technology, Inc. 
Huntersville, NC 

704-949-1010 e Fax: 704-949-1020 
marketing@hhusa.net 

www. huberforum.net 

Ad on page 7 


International Dioxcide / ERCO Worldwide 
North Kingstown, RI 

401-295-8800 e Fax: 401-295-7108 
idiclo2.com 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fax: 973-366-3193 
sales@jdvequipment.com 
www.jdvequipment.com 

Ad on page 8 

— LAKESIDE 


=, 


EQUIPMENT CORPORATION 


Lakeside Equipment Corporation 
Bartlett, IL 

630-837-5640 e Fax: 630-837-5647 
sales@lakeside-equipment.com 
www.lakeside-equipment.com 

Ad on page 3 


Parkson Corporation 

Ft. Lauderdale, FL 

888-727-5766 e Fax: 954-974-6182 
technology@parkson.com 
www.parkson.com 


ScreencO 
Systems 


ScreenCo Systems LLC 
Genesee, ID 

208-790-8770 
sales@screencosystems.com 
www.screencosystems.com 
Ad on page 113 


USP Technologies (formally US Peroxide) 
Atlanta, GA 

877-346-4262 e 404-352-6070 e Fax: 404-352-6077 
info@usptechnologies.com 

www.usptechnologies.com 


Vaughan Company, Inc. 

Montesano, WA 

888-249-2467 © 360-249-4042 e Fax: 360-249-6155 
info@chopperpumps.com 

www.chopperpumps.com 

Ad on page 23 


Sequencing Batch Reactors 
(SBR) 


Tipuana === ma 
Alfa Laval 

Richmond, VA 

866-253-2528 

customerservice.usa@alfalaval.com 

www.alfalaval.us 


A 


AQUA-AEROBIC 
SYSTEMS, INC. 


Aqua-Aerobic Systems, Inc. 

Loves Park, IL 

800-940-5008 e 815-654-2501 e Fax: 815-654-2508 
solutions@aqua-aerobic.com 

www.aquo-aerobic.com 

Ad on page 29 


ClearStream Environmental, Inc. 
Sandy, UT 

801-676-1890 e Fax: 801-676-1893 
mark h@clearstreameng.com 
www.clearstreameng.com 


Enterprise Specialty Products 
Laurens, SC 

864-984-7700 e Fax: 864-984-2241 
sales@enterprisesp.com 
www.enterprisesp.com 


Evoqua Water Technologies LLC 
Pittsburgh, PA 

800-466-7873 e 724-772-0044 
Www.evoqud.com 


Lakeside Equipment Corporation 
Bartlett, IL 

630-837-5640 e Fax: 630-837-5647 
sales@lakeside-equipment.com 
www.lakeside-equipment.com 

Ad on page 3 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 e Fax: 512-834-6039 
info.us@ovivowater.com 

www. ovivowater.com 


Parkson Corporation 

Ft. Lauderdale, FL 

888-727-5766 e Fax: 954-974-6182 
technology@parkson.com 
www.parkson.com 


Service Company 


Activated Carbon Services - PACS 
Coraopolis, PA 

800-367-2587 e 724-457-6576 
henry@pacslabs.com 
www.pacslabs.com 


Bio-Nomic Services, Inc. 

Belmont, NC 

800-782-6798 e 704-529-0000 e Fax: 704-529-1648 
pf@bio-nomic.com 

www.bio-nomic.com 


CEI - Carbon Enterprises Inc. 
Circleville, OH 

800-344-5770 e Fax: 888-204-9656 
info@ceicompanies.com 
www.ceifiltration.com 


Centrisys /CNP 
Kenosha, WI 
262-654-6006 
marketing@centrisys.us 
www.centrisys.com 

Ad on page 49 


www.tpomag.eom/annual-directory 


F&V Operations and Resource Management 
Grand Rapids, MI 

888-773-8806 e 616-588-2900 e Fax: 616-977-1005 
bselover@fv-operations.com 

www.fv-operations.com 


JPCI Services 
Mesa, AZ 
480-986-1212 
info@jpciservices.com 
www. jpciservices.com 


U.S. Submergent Technologies 
Winter Park, FL 

844-765-7866 
info@ussubmergent.com 
www.ussubmergent.com 


Sight Flow Indicators 


Sure Flow Products, LLC 

Wixom, MI 

248-380-3569 e Fax: 248-380-3568 
soles@sureflowproducts.com 
www.flowmetersource.com 


Skimmers 


AMWELL, A Div. of McNish Corp. 
North Aurora, IL 

630-898-6900 e Fax: 630-898-6901 
phaizman@amwell-inc.com 
www.amwell-inc.com 


Park Process 

Houston, TX 

855-511-7275 e 713-849-7124 • Fax: 713-937-4254 
adobbs@park-usa.com 

www. parkprocess.com 


Sludge - Collectors/ 
Measurement 


AMWELL, A Div. of McNish Corp. 
North Aurora, IL 

630-898-6900 e Fax: 630-898-6901 
phaizman@amwell-inc.com 
www.amwell-inc.com 


Hawk Measurement 

Lawrence, MA 

888-429-5538 © 978-304-3000 © Fax: 978-304-1462 
into@hawkmeasure.com 

www.hawkmeasure.com 


Sludge - 
Dewatering/Presses 


Alfa Laval 

Richmond, VA 

866-253-2528 
customerservice.usa@alfalaval.com 
www.alfalaval.us 


Aqseptence Group, Inc. - Johnson Screens 

New Brighton, MN 

800-833-9473 © 651-636-3900 e Fax: 651-638-3171 
charles. flansburg@agseptence.com 
www.johnsonscreens.com 


Aqualitec Corp. 
Los Angeles, CA 
855-650-2214 
info@aqualitec.com 
www.aqualitec.com 


BDP Industries, Inc. 
Greenwich, NY 

518-695-6851 e Fax: 518-695-5417 
dan@bdpindustries.com 
www.bdpindustries.com 

Ad on page 57 


Bio-Nomic Services, Inc. 

Belmont, NC 

800-782-6798 © 704-529-0000 Fax: 704-529-1648 
pf@bio-nomic.com 

www.bio-nomic.com 


TECHNOLOGIES 
LM ei 
Bright Technologies, 
Division of Sebright Products, Inc. 
Hopkins, MI 
800-253-0532 © 269-793-7183 e Fax: 269-793-4022 
julie@brightbeltpress.com 
www.brightbeltpress.com 
Ad on page 81 


Brown Bear Corporation 
Corning, IA 

641-322-4220 e Fax: 641-322-3527 
sales@brownbearcorp.com 
www.brownbearcorp.com 

Ad on page 52 


Centrisys/CNP 
Kenosha, WI 
262-654-6006 
marketing @centrisys.us 
www. centrisys.com 

Ad on page 49 


Clean Water Technology, Inc. 
Los Angeles, CA 

310-380-4648 
info@cleanwatertechnology.com 
www.cleanwatertechnology.com 


DRYCAKE 

Vancouver, BC 

Canada 

877-379-2253 © 604-535-2238 
salesdrycake.com 
www.drycake.com 


Separation Technolog 


FKC Co., Ltd. 

Port Angeles, WA 
360-452-9472 
mail@fkcscrewpress.com 
www.fkcscrewpress.com 


| ж engineering for 
Ca a better world 
K. # 
GEA Group 


Northvale, NJ 

800-722-6622 e 201-767-3900 e Fax: 201-767-3901 
info.wsus2gea.com 

www.gea.com 


WASTE WATER Solutions 
HUBER Technology, Inc. 
Huntersville, NC 
704-949-1010 • Fax: 704-949-1020 
marketing@hhusa.net 
www.huberforum.net 
Ad on page 7 


International Dioxcide / ERCO Worldwide 
North Kingstown, RI 

401-295-8800 e Fax: 401-295-7108 
idiclo2.com 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fox: 973-366-3193 
sales@jdvequipment.com 
www.jdvequipment.com 

Ad on page 8 


(кє) Komline- 
Sanderson 
Komline-Sanderson 

Peapack, NJ 

800-225-5457 e 908-234-1000 e Fax: 908-234-9487 
info@komline.com 

www.komline.com 


Ad on page 28 


<9 PAR ESS 


Park Process 

Houston, TX 

855-511-7275 e 713-849-7124 e Fax: 713-937-4254 
adobbs@park-usa.com 

www. parkprocess.com 


Press Technology & Mfg., Inc. 
Springfield, OH 

937-327-0755 
dberner@presstechnology.com 
www.presstechnology.com 


Schwing Bioset, Inc. 

Somerset, WI 

844-246-7381 e 715-247-3433 e Fax: 715-247-3438 
marketing @schwingbioset.com 

www.schwingbioset.com 


TREIDCraT Ж 
H 


Trident Processes ШС 
hbbottsford, BC 

Canada 

800-799-3740 e 604-330-2500 
info@tridentprocesses.com 
https: //tridentprocesses.com 


USP Technologies (formally US Peroxide) 
Atlanta, GA 

877-346-4262 e 404-352-6070 e Fax: 404-352-6077 
info@usptechnologies.com 

www.usptechnologies.com 


Vertiflo Pump Company 
Cincinnati, OH 

513-530-0888 e Fax: 513-530-0893 
soles@vertiflopump.com 
www.vertiflopump.com 


Wastewater Depot, LLC 
Batavia, OH 

513-732-0129 e Fax: 513-735-1485 
info@wastewaterdepot.com 
www.wastewaterdepot.com 

Ad on page 109 


Sludge - Dryers 


Brown Bear Corporation 
Corning, ІА 

641-322-4220 e Fax: 641-322-3527 
sales@brownbearcorp.com 
www.brownbearcorp.com 

Ad on page 52 


Centrisys/CNP 
Kenosha, WI 
262-654-6006 
marketing@centrisys.us 
www.centrisys.com 

Ad on page 49 


DRYCAKE 


DRYCAKE 

Vancouver, BC 

Canada 

877-379-2253 e 604-535-2238 
sales@drycake.com 
www.drycake.com 


HUBER Technology, Inc. 
Huntersville, NC 

704-949-1010 © Fax: 704-949-1020 
marketing@hhusa.net 
www.huberforum.net 

Ad on page 7 


dee Komline- 
Sanderson 
Komline-Sanderson 

Peapack, NJ 

800-225-5457 e 908-234-1000 e Fax: 908-234-9487 
info@komline.com 

www.komline.com 


Ad on page 28 


Parkson Corporation 

Ft. Lauderdale, FL 

888-727-5766 € Fax: 954-974-6182 
technology@parkson.com 
www.parkson.com 


Schwing Bioset, Inc. 

Somerset, WI 

844-246-7381 e 715-247-3433 © Fax: 715-247-3438 
marketing@schwingbioset.com 

www.schwingbioset.com 


SUEZ Water Technologies & Solutions 
Trevose, PA 

215-355-3300 

www.suezwatertechnologies.com 

Ad on page 39 
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Sludge - Hauling/Disposal 


Bio-Nomic Services, Inc. 

Belmont, NC 

800-782-6798 e 704-529-0000 e Fax: 704-529-1648 
pf@bio-nomic.com 

www.bio-nomic.com 


Kuhn North America, Inc. 
Brodhead, WI 

608-897-2131 © Fax: 608-897-2561 
chris. searles@kuhn.com 
www.kuhnnorthamerica.com 

Ad on page 73 


USP Technologies (formally US Peroxide) 
Atlanta, GA 

877-346-4262 e 404-352-6070 e Fax: 404-352-6077 
info@usptechnologies.com 

www.usptechnologies.com 


Sludge - Heaters 
eee = а] 
CleanTek Water Solutions 

Fridley, MN 

866-929-7773 

info@cleantekwater.com 

www.cleantekwater.com 


Sludge - Hydrolysis 


Centrisys /CNP 
Kenosha, WI 
262-654-6006 
marketing@centrisys.us 
www. centrisys.com 

Ad on page 49 


Sludge - Mixers/Thickeners 


Alfa Laval 

Richmond, VA 

866-253-2528 
customerservice.usa@alfalaval.com 
www.alfalaval.us 


AMWELL, A Div. of McNish Corp. 
North Aurora, IL 

630-898-6900 e Fax: 630-898-6901 
phaizman@amwellinc.com 
www.amwelkinc.com 


Aqseptence Group, Inc. - Johnson Screens 

New Brighton, MN 

800-833-9473 e 651-636-3900 e Fax: 651-638-3171 
charles.flansburg@aqseptence.com 
www.johnsonscreens.com 


Brown Bear Corporation 
Corning, ІА 

641-322-4220 e Fax: 641-322-3527 
salesbrownbearcorp.com 
www.brownbearcorp.com 

Ad on page 52 
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Centrisys/CNP 
Kenosha, WI 
262-654-6006 
marketing@centrisys.us 
www.centrisys.com 

Ad on page 49 


CleanTek Water Solutions 
Fridley, MN 

866-929-7773 
info@cleantekwater.com 
www.cleantekwater.com 


ClearStream Environmental, Inc. 
Sandy, UT 

801-676-1890 e Fax: 801-676-1893 
mark.h@clearstreameng.com 
www.clearstreameng.com 


DRYCAKE 

Vancouver, BC 

Canada 

877-379-2253 © 604-535-2238 
salesdrycake.com 
www.drycake.com 


Flottweg Separation Technology, Inc. 
Independence, KY 

859-448-2331 © Fax: 859-448-2333 
soles@flottweg.net 

www.flottweg.com 


FKC Co., Ltd. 

Port Angeles, WA 
360-452-9472 
mail@fkcscrewpress.com 
www.fkcscrewpress.com 


HUBER Technology, Inc. 
Huntersville, NC 

704-949-1010 e Fax: 704-949-1020 
marketing@hhusa.net 
www.huberforum.net 

Ad on page 7 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fax: 973-366-3193 
soles@jdvequipment.com 
www.jdvequipment.com 

Ad on page 8 


(ке) Котііпе- 
Ѕапаегѕоп 
Komline-Sanderson 

Peapack, NJ 

800-225-5457 e 908-234-1000 e Fax: 908-234-9487 
info@komline.com 

www.komline.com 


Ad on page 28 


KSB, Inc. 

Henrico, VA 

804-222-1818 e Fax: 804-226-6961 
www.ksb.us.com 


Kuhn North America, Inc. 
Brodhead, WI 

608-897-2131 © Fax: 608-897-2561 
chris.searles@kuhn.com 
www.kuhnnorthamerica.com 

Ad on page 73 


Landia, Inc. 

Cary, NC 

919-466-0603 © Fax: 919-460-1666 
info@landiainc.com 
www.landiainc.com 

Ad on page 40 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 e Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Parkson Corporation 

Ft. Lauderdale, FL 

888-727-5766 € Fax: 954-974-6182 
technology@parkson.com 
www.parkson.com 


Press Technology & Mfg., Inc. 
Springfield, OH 

937-327-0755 
dberner@presstechnology.com 
www.presstechnology.com 


Trident Processes LLC 
Abbotsford, BC 

Canada 

800-799-3740 e 604-330-2500 
info@tridentprocesses.com 
https: //tridentprocesses.com 


USP Technologies (formally US Peroxide) 
Atlanta, GA 

877-346-4262 e 404-352-6070 e Fax: 404-352-6077 
info@usptechnologies.com 

www.usptechnologies.com 


Vaughan Company, Inc. 

Montesano, WA 

888-249-2467 © 360-249-4042 © Fax: 360-249-6155 
info@chopperpumps.com 

www.chopperpumps.com 

Ad on page 23 


Vulcan Industries, Inc. 
Missouri Valley, IA 

712-642-2755 e Fax: 712-642-4256 
sales@vulcanindustries.com 
www.vulcanindustries.com 

Ad on page 69 


Walker Process Equipment, À Div. of McNish Corp. 
Aurora, IL 

630-892-7921 e Fax: 630-892-7951 
walker.process@walker-process.com 
www.walker-process.com 


Sludge - Screening 


Enviro-Care Company 
Gurnee, IL 

815-636-8306 
ecsales@enviro-care.com 
WWWw.enviro-care.com 

Ad on page 4 


HUBER Technology, Inc. 
Huntersville, NC 

704-949-1010 • Fax: 704-949-1020 
marketing@hhusa.net 

www. huberforum.net 

Ad on page 7 


Sludge Reduction/ 
Treatment 


Aqualitec Corp. 
Los Angeles, CA 
855-650-2214 
info@aqualitec.com 
www.aqudlitec.com 


Aquarius Technologies, LLC 
Saukville, WI 

262-268-1500 
www.aquariustechnologies.com 


Bio-Nomic Services, Inc. 

Belmont, NC 

800-782-6798 e 704-529-0000 e Fax: 704-529-1648 
pf@bio-nomic.com 

www.bio-nomic.com 


Bright Technologies, Division of Sebright 
Products, Inc. 

Hopkins, MI 

800-253-0532 e 269-793-7183 © Fax: 269-793-4022 
julie@brightbeltpress.com 

www. brightbeltpress.com 

Ad on page 81 


Brown Bear Corporation 
Corning, ІА 

641-322-4220 e Fax: 641-322-3527 
salesbrownbearcorp.com 
www.brownbearcorp.com 

Ad on page 52 


Byo-Gon, Inc. 

Charleston, SC 

888-296-4661 e 843-822-3415 e Fax: 843-606-6318 
info@byogon.com 

www.byogon.com 

Ad on page 113 


Centrisys /CNP 
Kenosha, WI 
262-654-6006 
marketing@centrisys.us 
www.centrisys.com 

Ad on page 49 


Flottweg Separation Technology, Inc. 
Independence, KY 

859-448-2331 © Fax: 859-448-2333 
sales@flottweg.net 

www.flottweg.com 


HUBER Technology, Inc. 
Huntersville, NC 

704-949-1010 e Fax: 704-949-1020 
marketing@hhusa.net 
www.huberforum.net 

Ad on page 7 


International Dioxcide / ERCO Worldwide 
North Kingstown, RI 

401-295-8800 © Fax: 401-295-7108 
idiclo2.com 


www.tpomag.eom/annual-directory 


Lystek International Inc. 
Cambridge, ON 

Canada 

888-501-6508 © 226-444-0186 
info@lystek.com 
www.lystek.com 


Ostara Nutrient Recovery Technologies 
Vancouver, BC 

Canada 

604-408-6697 

info@ostara.com 

www.ostara.com 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 © Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Park Process 

Houston, TX 

855-511-7275 © 713-849-7124 e Fax: 713-937-4254 
adobbs@park-usa.com 

www. parkprocess.com 


Press Technology & Mfg., Inc. 
Springfield, OH 

937-327-0755 
dberner@presstechnology.com 
www.presstechnology.com 


SSI Aeration, Inc. 
Poughkeepsie, NY 

845-454-8171 © Fax: 845-454-8049 
info@ssiaeration.com 
www.ssideration.com 

Ad on page 65 


Water Warriors, Inc. 

1776 Mentor Ave. 

Cincinnati, OH 45212 

859-629-2236 
schamberland@waterwarriorssolutions.com 
www.waterwarriorsbiomedia.com 


Software - Operations/ 
Maintenance 


AllMax Software, Inc. 

Kenton, OH 

800-670-1867 © 419-673-8863 e Fax: 419-673-8864 
sales@allmaxsoftware.com 

www.allmaxsoftware.com 

Ad on page 31 


Emerson Automation Solutions, Power & Water 
Pittsburgh, PA 

800-445-9723 © 412-963-4804 
powerwater@emerson.com 

www.emerson.com/water 


Environmental Dynamics International 
Columbia, MO 

573-474-9456 

edi. marketing @environmentaldynamics.com 
www.wastewater.com 


Envirosuite 

Burlingame, CA 
424-335-1331 
inquiries@envirosuite.com 
Www.envirosuite.com 


Hydromantis 


Environmental Software Solutions, Inc. 
Hydromantis Environmental 

Software Solutions, Inc. 
Hamilton, ON 

Canada 

905-522-0012 e Fax: 905-522-0031 
info@hydromantis.com 
www.hydromantis.com 


ProComSol, Ltd 

Lakewood, OH 

877-221-1551 © 216-221-1550 ® Fax: 216-221-1554 
salesprocomsol.com 

www.procomsol.com 


SSI Aeration, Inc. 
Poughkeepsie, NY 

845-454-8171 © Fax: 845-454-8049 
info@ssiaeration.com 
www.ssiaeration.com 

Ad on page 65 


Software - Process 


Control/Regulatory 


Activated Carbon Services - PACS 
Coraopolis, PA 

800-367-2587 e 724-457-6576 
henry@pacslabs.com 
www.pacslabs.com 


AllMax Software, Inc. 

Kenton, OH 

800-670-1867 © 419-673-8863 e Fax: 419-673-8864 
sales@allmaxsoftware.com 

www.allmaxsoffware.com 

Ad on page 31 


Emerson Automation Solutions, Power & Water 
Pittsburgh, PA 

800-445-9723 © 412-963-4804 
powerwater@emerson.com 

www.emerson.com/water 


Environmental Dynamics International 
Columbia, MO 

573-474-9456 
edi.marketing@environmentaldynamics.com 
www.wastewater.com 


Envirosuite 

Burlingame, CA 
424-335-133] 
inquiries@envirosuite.com 
Www.envirosuite.com 


Hach 

Loveland, CO 

800-227-4224 © 970-669-3050 
orders@hach.com 
www.hach.com 


Hydromantis Environmental Software Solutions, 
Inc. 
Hamilton, ON 
Canada 
905-522-0012 © Fax: 905-522-0031 
info@hydromantis.com 
www.hydromantis.com 


SSI Aeration, Inc. 
Poughkeepsie, NY 

845-454-8171 © Fax: 845-454-8049 
info@ssiaeration.com 
www.ssiaeration.com 

Ad on page 65 


Tesco Controls, Inc. 
Sacramento, CA 
916-395-8800 
sales@tescocontrols.com 
https: //tescocontrols.com 


WEG Electric Corp 
Duluth, GA 
800-275-4934 
info-us2weg.net 
www.weg.net/us 


Standard Solutions 


Stormwater Monitoring/ 
Treatment 


Aqua-Aerobic Systems, Inc. 

Loves Park, IL 

800-940-5008 e 815-654-2501 e Fax: 815-654-2508 
solutions@aqua-aerobic.com 

www.aquo-aerobic.com 

Ad on page 29 


CHEMetrics, Inc. 

Midland, VA 

800-356-3072 e 540-788-9026 e Fax: 540-788-4856 
marketing @chemetrics.com 

www.chemettics.com 


' 
fluence 
Fluence Corporation 
Golden Valley, MN 
800-879-3677 e 763-746-9278 
info@fluencecorp.com 
www.fluencecorp.com 
Ad on page 17 


IWAKI America 
Holliston, MA 
508-429-1440 
info@iwakiamerica.com 
www.iwakiamerica.com 


Keller America Inc. 

Newport News, VA 

877-253-5537 e 757-596-6680 e Fax: 757-596-6659 
sales@kelleramerica.com 

www.kelleramerica.com 

Ad on page 35 


PMC Engineering 

Danbury, CT 

203-792-8686 e Fax: 203-743-2051 
soles@pmcl om 

www.pmcl .com 


Rain for Rent 
Bakersfield, CA 
800-742-7246 
info@rainforrent.com 
Www.rainforrent.com 


VEGA Americas, Inc. 

Cincinnati, OH 

800-367-5383 e 513-272-0131 © Fax: 513-272-0133 
americas@vega.com 

WWw.vega.com 

Ad on page 51 


Struvite Removal/Recovery 


Centrisys /CNP 
Kenosha, WI 
262-654-6006 
marketing@centrisys.us 
www.centrisys.com 

Ad on page 49 


Submergent Cleaning 
Ka 
es 

U.S. SUBMERGENT 

TECHNOLOGIES 

U.S. Submergent Technologies 

Winter Park, FL 

844-765-7866 

info@ussubmergent.com 

www.ussubmergent.com 


Switches/Relays 


Amtech Drives, Inc. 

Atlanta, GA 

770-469-5240 © Fax: 770-469-5241 
info@amtechdrives.com 
www.amtechdrives.com 


ElectroSwitch Corporation 
Weymouth, MA 
781-335-5200 
info@electroswitch.com 
www.electroswitch.com 


Harwil Corporation 

Oxnard, CA 

800-562-2447 © 805-988-6800 © Fax: 805-988-6804 
orders@harwil.com 

www.harwil.com 


PRIMEX 

Detroit Lakes, MN 

218-847-1317 © Fax: 218-847-4617 
info@primexcontrols.com 
Www.primexcontrols.com 


WEG Electric Corp 
Duluth, GA 
800-275-4934 
info-us@weg.net 
www.weg.net/us 
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Tanks - Chemical Storage 


AmTech Tank Lining & Repair 
Plymouth, NH 

888-839-0373 e Fax: 603-947-9500 
info@amtechtanklining.com 
www.amtechtanklining.com 

Ad on page 87 


Hawkins Water Treatment Group 

Roseville, MN 

800-328-5460 © 612-331-6910 e Fax: 612-331-5304 
laura.eilek@hawkinsinc.com 

www.hawkinsinc.com 


ENVIRONMENTAL 

Indusco Environmental Services, Inc. 
Spanish Fort, AL 

251-621-2338 © Fax: 251-621-2342 
sales@induscoenviro.com 
www.induscoenviro.com 


KCH Engineered Systems 
Forest City, NC 
828-245-9836 
khankinson@kchservices.com 
www.kchservices.com 


LMI Pumps 

Ivyland, PA 

800-564-1097 © 215-293-0401 e Fax: 215-293-0445 
info@|mipumps.com 

www.lmipumps.com 


Lutz-JESCO America Corp. 

Rochester, NY 

800-554-2762 e 585-426-0990 e Fax: 585-426-4025 
mail@jescoamerica.com 

www.lutzjescoamerica.com 


Peabody Engineering & Supply Inc. 
Corona, CA 

800-473-2263 e 951-734-7711 
soles@4peabody.com 
www.4peabody.com 


Pulsafeeder 

Punta Gorda, FL 

800-333-6677 e 941-575-3800 e Fax: 941-575-4085 
kreid@idexcorp.com 

www.pulsatron.com 


Tanks - Cleaning/ 
Inspection/Repair 


AmTech Tank Lining & Repair 
Plymouth, NH 

888-039-0373 e Fax: 603-947-9500 
info@amtechtanklining.com 
www.amtechtanklining.com 

Ad on page 87 


Bio-Nomic Services, Inc. 

Belmont, NC 

800-782-6798 e 704-529-0000 e Fax: 704-529-1648 
pf@bio-nomic.com 

www.bio-nomic.com 


102 TREATMENT PLANT OPERATOR 


Environmental Coatings LLC 
Mesa, AZ 

480-984-7608 
into@sewershield.com 
www.sewershield.com 


JPCI Services 
Mesa, AZ 
480-986-1212 
info@jpciservices.com 
www. jpciservices.com 


U.S. SUBMERGENT 
TECHNOLOGIES 

U.S. Submergent Technologies 

Winter Park, FL 

844-765-7866 

info@ussubmergent.com 

www.ussubmergent.com 


Tanks - Coatings/Linings 
AGRU America, Inc. 


Georgetown, SC 

800-373-2478 © 843-546-0600 e Fax: 843-546-0516 
solesmkg@agruamerica.com 

Wwww.agruamerica.com 


AmTech Tank Lining & Repair 
Plymouth, NH 

888-839-0373 e Fax: 603-947-9500 
info@amtechtanklining.com 
www.amtechtanklining.com 

Ad on page 87 


DRYCAKE 

Vancouver, BC 

Canada 

877-379-2253 e 604-535-2238 
soles@drycake.com 
www.drycake.com 


Environmental Coatings LLC 
Mesa, AZ 

480-984-7608 
info@sewershield.com 
www.sewershield.com 


JPCI Services 
Mesa, AZ 
480-986-1212 
info@jpciservices.com 
www.jpciservices.com 


Tanks - Mixers 
DRYCAKE 


Vancouver, BC 

Canada 

877-379-2253 e 604-535-2238 
sales@drycake.com 
www.drycake.com 


JDV Equipment Corporation 
Dover, NJ 

973-366-6556 e Fox: 973-366-3193 
sales@jdvequipment.com 
www.jdvequipment.com 

Ad on page 8 


KSB, Inc. 

Henrico, VA 

804-222-1818 e Fax: 804-226-6961 
www.ksb.us.com 


Milton Roy 

Ivyland, PA 

877-786-7298 e Fax: 800-693-4295 
webinfo@miltonroy.com 
www.milfonroy.com 


Pulsafeeder 

Punta Gorda, FL 

800-333-6677 e 941-575-3800 e Fax: 941-575-4085 
kteid@idexcorp.com 

www.pulsatron.com 


Red Valve Co. / Tideflex Technologies 
Carnegie, PA 

412-279-0044 e Fax: 412-279-7878 
sales@redvalve.com 

www.redvalve.com 

Ad on page 116 


Vaughan Company, Inc. 

Montesano, WA 

888-249-2467 © 360-249-4042 e Fax: 360-249-6155 
info@chopperpumps.com 

www.chopperpumps.com 

Ad on page 23 


Tanks - Pressure 
Keel 
AmTech Tank Lining & Repair 

Plymouth, NH 

888-839-0373 e Fax: 603-947-9500 
info@amtechtanklining.com 

www.amtechtanklining.com 

Ad on page 87 


Tanks - Storage 


Vanderbeken Enterprises Ltd, 


DRYCAKE 

Vancouver, BC 

Canada 

877-379-2253 © 604-535-2238 
sales@drycake.com 
www.drycake.com 


Parker Boiler Co. 

Los Angeles, CA 

323-727-9800 © Fax: 323-722-2848 
mleeming@parkerboiler.com 
www.parkerboiler.com 

Ad on page 83 


Peabody Engineering & Supply Inc. 
Corona, CA 

800-473-2263 e 951-734-7711 
sales@4peabody.com 
www.4peabody.com 


Trident Processes LLC 
Abbotsford, BC 

Canada 

800-799-3740 e 604-330-2500 
info@tridentprocesses.com 
https: //tridentprocesses.com 


Thermal Flow Meters 


FL FLUID COMPONENTS 
e INTERNATIONAL LLC 
FCI - Fluid Components International 

San Marcos, CA 

800-854-1993 e 760-744-6950 © Fax: 760-736-6250 
eflow@fluidcomponents.com 

www.fluidcomponents.com 


Sierra Instruments, Inc. 

Monterey, CA 

800-866-0200 e 831-373-0200 e Fax: 831-373-4402 
info@sierrainstruments.com 

www.sierrainstruments.com 


Turbidity Analyzers 


CHEMetrics, Inc. 

Midland, VA 

800-356-3072 e 540-788-9026 e Fax: 540-788-4856 
marketing@chemetrics.com 

www.chemetrics.com 


ChemScan, Inc. 

Waukesha, WI 

800-665-7133 © 262-717-9500 © Fax: 262-717-9530 
info@chemscan.com 

www.chemscan.com 

Ad on page 91 


Endress+Hauser EJ 


Endress+Hauser 

Greenwood, IN 

888-363-7377 e Fax: 317-535-8498 
info@us.endress.com 
www.us.endress.com 


Hach 

Loveland, CO 

800-227-4224 e 970-669-3050 
orders@hach.com 
www.hach.com 


LaMotte Company 

Chestertown, MD 

800-344-3100 e 410-778-3100 © Fax: 410-778-6394 
mkt@lamotte.com 

www.lamotte.com 


Lovibond Tintometer 

Sarasota, FL 

800-922-5242 © 941-756-6410 e Fax: 941-727-9654 
soles@tintometer.us 

www.lovibond.us 

Ad on page 63 


Milton Roy 

lvyland, PA 

877-786-7298 e Fax: 800-693-4295 
webinfo@miltonroy.com 
www.miltonroy.com 


www.tpomag.eom/annual-directory 


Van London Co. 

Houston, TX 

800-522-7920 © 832-456-6641 e Fax: 832-456-6642 
info@vanlondon.com 

www.vanlondon.com 


Ultrasonic Flow Meters 


AMETEK Drexelbrook 

Horsham, PA 

215-674-1234 e Fax: 215-674-2731 
drexelbrook.info@ametek.com 
www.drexelbrook.com 


Blue-White 


Blue-White Industries 
Huntington Beach, CA 

714-893-8529 © Fax: 714-894-9492 
sales@blue-white.com 

www. blue-white.com 

Ad on page 2 


Burkert Fluid Control Systems 

Huntersville, NC 

800-325-1405 e 704-504-4440 e Fax: 949-223-3198 
marketing-usa@burkert.com 

www. burkert-usa.com 


Endress+Hauser EJ 


Endress+Hauser 

Greenwood, IN 

888-363-7377 e Fax: 317-535-8498 
info@us.endress.com 
www.us.endress.com 


Pollardwater 

New Hyde Park, NY 

800-437-1146 © Fax: 516-746-0852 
info@pollardwater.com 
www.pollardwater.com 

Ad on page 115 


Siemens Process Instrumentation 
Harleysville, PA 

800-365-8766 ext: 4519 
piabusales.industry@siemens.com 
www.usa.siemens.com/pi 


|| SIERRA 


Sierra Instruments, Inc. 

Monterey, CA 

800-866-0200 © 831-373-0200 © Fax: 831-373-4402 
info@sierrainstruments.com 

www.sierrainstruments.com 


Sure Flow Products, LLC 

Wixom, MI 

248-380-3569 e Fax: 248-380-3568 
soles@sureflowproducts.com 
www.flowmetersource.com 


YSI, a Xylem brand 
Yellow Springs, OH 
800-765-4974 e 937-767-7241 
info@ysi.com 

www.ysi.com 

Ad on page 97 


UV Disinfection Equipment 


Ovivo USA, LLC 

Austin, TX 

512-834-6000 e Fax: 512-834-6039 
info.us@ovivowater.com 
www.ovivowater.com 


Sensorex 

Garden Grove, CA 
714-895-4344 
info@sensorex.com 


WWW.Sensorex. Cor 


SUEZ Water Technologies & Solutions 
Trevose, РА 

215-355-3300 

www.suezwatertechnologies.com 

Ad on page 39 


Wastewater Depot, LLC 
Batavia, OH 

513-732-0129 e Fax: 513-735-1485 
info@wastewaterdepot.com 
www.wastewaterdepot.com 

Ad on page 109 


Valves - 
Actuators/Controls 


Asahi/America, Inc. 

Lawrence, MA 

800-343-3618 © 781-321-5409 Fax: 800-787-6861 
asahi@asahi-america.com 

www.asahi-america.com 


Badger Meter 

Milwaukee, WI 
877-243-1010 
infocentral@badgermeter.com 
www.badgermeter.com 


Burkert Fluid Control Systems 

Huntersville, NC 

800-325-1405 © 704-504-4440 e Fax: 949-223-3198 
marketing-usa@burkert.com 

www. burkertusa.com 


Cla-Val 

Costa Mesa, CA 

800-942-6326 © 949-722-4800 
info@clo-val.com 
www.cla-val.com 


Flomatic Valves 

Glens Falls, NY 

800-833-2040 © 518-761-9797 e Fax: 518-761-9798 
flomatic@flomatic.com 

www.flomatic.com 


Halogen Valve Systems, Inc. 

Tustin, CA 

877-476-4222 © 949-261-5030 e Fax: 949-261-5033 
info@halogenvalve.com 

www.halogenvalve.com 


© HAYWARD 


Hayward Flow Control 
Clemmons, NC 

888-429-4635 e 336-712-9900 
hfcsales@hayward.com 
www.haywardflowcontrol.com 


Milton Roy 

Ivyland, РА 

877-786-7298 Fax: 800-693-4295 
webinfo@miltonroy.com 
www.milfonroy.com 


Red Valve Co. / Tideflex Technologies 
Carnegie, PA 

412-279-0044 e Fax: 412-279-7878 
sales@redvalve.com 

www.redvalve.com 

Ad on page 116 


Shand & Jurs 

Hillside, IL 

708-236-6000 e Fax: 708-236-6006 
sales@litechnologies.com 
www.litechnologies.com 


Val-Matic Valve & Mfg. Corp. 
Elmhurst, IL 

630-941-7600 e Fax: 630-941-8042 
valves@valmatic.com 
www.valmatic.com 


Valves - Air Relief 


Burkert Fluid Control Systems 

Huntersville, NC 

800-325-1405 e 704-504-4440 e Fax: 949-223-3198 
marketing-usa@burkert.com 

www.burkertusa.com 


Cla-Val 

Costa Mesa, СА 

800-942-6326 e 949-722-4800 
info@cle-val.com 
www.clo-val.com 


Flomatic Valves 

Glens Falls, NY 

800-833-2040 © 518-761-9797 © Fax: 518-761-9798 
flomatic@flomatic.com 

www.flomatic.com 


Red Valve Co. / Tideflex Technologies 
Carnegie, PA 

412-279-0044 e Fax: 412-279-7878 
sales@redvalve.com 

www.redvalve.com 

Ad on page 116 


Shand & Jurs 

Hillside, IL 

708-236-6000 e Fax: 708-236-6006 
sales@litechnologies.com 
www.litechnologies.com 


Val-Matic Valve & Mfg. Corp. 
Elmhurst, IL 

630-941-7600 e Fax: 630-941-8042 
valves@valmatic.com 
www.valmatic.com 


Valves - Backflow 
Prevention/Check/Float 


Asahi/America, Inc. 

Lawrence, MA 

800-343-3618 e 781-321-5409 © Fax: 800-787-6861 
asahi@asahi-america.com 

www.asahi-america.com 


Burkert Fluid Control Systems 

Huntersville, NC 

800-325-1405 e 704-504-4440 e Fax: 949-223-3198 
marketing-usa@burkert.com 

www. burkertusa.com 


Cla-Val 

Costa Mesa, CA 

800-942-6326 © 949-722-4800 
info@clo-val.com 
www.cla-val.com 


Flomatic Valves 
Glens Falls, NY 
800-833-2040 © 518-761-9797 e Fax: 518-761-9798 
flomatic@flomatic.com 

www.flomatic.com 


Hayward Flow Control 
Clemmons, NC 
888-429-4635 e 336-712-9900 
hfcsales@hayward.com 
www.haywardflowcontrol.com 


Liberty Pumps 

Bergen, NY 

800-543-2550 e 585-494-1817 © Fax: 585-494-1839 
liberty@libertypumps.com 

www.libertypumps.com 


Proco Products, Inc. 

Stockton, CA 

800-344-3246 e 209-943-6088 e Fax: 209-943-0242 
sales2procoproducts.com 

Www. procoproducts.com 


Red Valve Co. / Tideflex Technologies 
Carnegie, PA 

412-279-0044 e Fax: 412-279-7878 
sales@redvalve.com 

www.tedvalve.com 

Ad on page 116 


Shand & Jurs 

Hillside, IL 

708-236-6000 e Fax: 708-236-6006 
sales@litechnologies.com 
www.litechnologies.com 


Sure Flow Products, LLC 

Wixom, MI 

248-380-3569 e Fax: 248-380-3568 
sales@sureflowproducts.com 
www.flowmetersource.com 


Val-Matic Valve & Mfg. Corp. 
Elmhurst, IL 

630-941-7600 e Fax: 630-941-8042 
valves@valmatic.com 
www.valmatic.com 


tpomag.com May 2019 103 


tpo F 20/9-ANNUAL COMPANY DIRECTORY 


Valves - Ball/Butterfly 


Asahi/America, Inc. 

Lawrence, MA 

800-343-3618 © 781-321-5409 e Fax: 800-787-6861 
asahi@asahi-america.com 

www.asahi-america.com 


Flomatic Valves 

Glens Falls, NY 

800-833-2040 © 518-761-9797 e Fax: 518-761-9798 
flomatic@flomatic.com 

www.flomatic.com 


© HAYWARD 


Hayward Flow Control 
Clemmons, NC 

888-429-4635 e 336-712-9900 
hfcsales@hayward.com 
www.haywardflowcontrol.com 


Milwaukee Rubber Products, Inc. 

Menomonee Falls, WI 

800-325-3730 © 262-781-7888 © Fax: 262-781-1742 
sales@milwaukeerubber.com 
www.milwaukeerubber.com 


88 
F 


Northern Divers 
Spring Grove, IL 
847-293-8465 
info@ndiversusa.com 
www.ndiversusa.com 
Ad on page 67 


Pollardwater 

New Hyde Park, NY 

800-437-1146 © Fax: 516-746-0852 
info@pollardwater.com 
www.pollardwater.com 

Ad on page 115 


Shand & Jurs 

Hillside, IL 

708-236-6000 e Fax: 708-236-6006 
salesClitechnologies.com 

www .litechnologies.com 


Sunbelt Rentals 

Fort Mill, SC 
800-736-2504 
www.sunbeltrentals.com 


Val-Matic Valve & Mfg. Corp. 
Elmhurst, IL 

630-941-7600 © Fax: 630-941-8042 
valves@valmatic.com 
www.valmatic.com 


Valves - Pinch 


Red Valve Co. / Tideflex Technologies 
Carnegie, PA 

412-279-0044 e Fax: 412-279-7878 
sales@redvalve.com 

www.tedvalve.com 

Ad on page 116 
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Valves - Plug 


Flomatic Valves 

Glens Falls, NY 

800-833-2040 e 518-761-9797 e Fax: 518-761-9798 
flomatic@flomatic.com 

www.flomatic.com 


Val-Matic Valve & Mfg. Corp. 
Elmhurst, IL 

630-941-7600 © Fax: 630-941-8042 
valves@valmatic.com 
www.valmatic.com 


Valves - Pressure 
Regulating/Solenoid 


Asahi/America, Inc. 

Lawrence, MA 

800-343-3618 © 781-321-5409 e Fax: 800-787-6861 
asahi@asahi-america.com 

www.asahi-america.com 


Burkert Fluid Control Systems 

Huntersville, NC 

800-325-1405 © 704-504-4440 e Fax: 949-223-3198 
marketing-usa@burkert.com 

www. burkertusa.com 


Cla-Val 

Costa Mesa, CA 

800-942-6326 e 949-722-4800 
info@clo-val.com 
www.cla-val.com 


Flomatic Valves 

Glens Falls, NY 

800-833-2040 © 518-761-9797 e Fax: 518-761-9798 
flomatic@flomatic.com 

www.flomatic.com 


Hayward Flow Control 
Clemmons, NC 

888-429-4635 e 336-712-9900 
hfcsales@hayward.com 
www.haywardflowcontrol.com 


Milton Roy 

Ivyland, РА 

877-786-7298 e Fax: 800-693-4295 
webinfo@miltonroy.com 
www.milfonroy.com 


Valves - Telescoping/Gate 


AMWELL, A Div. of McNish Corp. 
North Aurora, IL 

630-898-6900 e Fax: 630-898-6901 
phaizman@amwell-inc.com 
www.amwell-inc.com 
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Asahi/America, Inc. 

Lawrence, MA 

800-343-3618 © 781-321-5409 e Fax: 800-787-6861 
asahi@asahi-america.com 

www.asdhi-america.com 


Flomatic Valves 

Glens Falls, NY 

800-833-2040 e 518-761-9797 e Fax: 518-761-9798 
flomatic@flomatic.com 

www.flomatic.com 
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Northern Divers 
Spring Grove, IL 
847-293-8465 
info@ndiversusa.com 
www.ndiversusa.com 
Ad on page 67 


Water Quality Analysis 


CHEMetrics, Inc. 

Midland, VA 

800-356-3072 e 540-788-9026 e Fax: 540-788-4856 
marketing@chemetrics.com 

www.chemetrics.com 


Water/Wastewater 
Reuse Systems 


Alfa Laval 

Richmond, VA 

866-253-2528 
customerservice.usa@alfalaval.com 
www.alfalaval.us 


Anue Water Technologies 
Tucker, GA 

760-727-2683 
tchandler@anuewater.com 
Www.anuewater.com 


Aqua-Aerobic Systems, Inc. 

Loves Park, IL 

800-940-5008 © 815-654-2501 e Fax: 815-654-2508 
solutions@aqua-aerobic.com 

www. aquo-aerobic.com 

Ad on page 29 


CEI - Carbon Enterprises Inc. 
Circleville, OH 

800-344-5770 e Fax: 888-204-9656 
info@ceicompanies.com 

www. ceifiltration.com 


' 
fluence 
Fluence Corporation 
Golden Valley, MN 
800-879-3677 e 763-746-9278 
info@fluencecorp.com 
www.fluencecorp.com 
Ad on page 17 


Headworks International, Inc. 
Houston, TX 

713-647-6667 ® Fax: 713-647-0999 
hw@headworksintl.com 
www.headworksintl.com 


Ostara Nutrient Recovery Technologies 
Vancouver, BC 

Canada 

604-408-6697 

info@ostara.com 

www.ostara.com 


Park Process 

Houston, TX 

855-511-7275 e 713-849-7124 © Fax: 713-937-4254 
adobbs@park-usa.com 

www. parkprocess.com 


}SALCOR 
UV DISINFECTION 


SALCOR, Inc. 

Fallbrook, CA 

760-731-0745 e Fax: 760-731-2405 
jscruver@aol.com 

www.salcor.world 

Ad on page 113 


Smith & Loveless Inc. 

Smith & Loveless, Inc. 

Lenexa, KS 

800-898-9122 © 913-888-5201 © Fax: 913-888-2173 


answers@smithandloveless.com 
www.smithandloveless.com 


SUEZ Water Technologies & Solutions 
Trevose, PA 

215-355-3300 

www.suezwatertechnologies.com 

Ad on page 39 


www.tpomag.com/annual-directory 


КӨ! CENTRAL Life Sciences: 


STRIKES MIDGE FLIES DOWN 


7 STOP THE SWARM 
Í IN WASTEWATER 
MANAGEMENT FACILITIES 


Strike? Professional Midge Control is the 
easy and environmentally compatible 
solution to midge fly infestations. 
Available in multiple formulations, 
Strike? products control midge and filter 
flies by eliminating the next generation 
of flies with an EPA-approved insect 
growth regulator. Strike? products do 
not contain any dangerous toxins, 
posing no threat to non-target 
organisms. With a short halflife, Strike? 
products are typically undetectable in 
water tests, making it easy to count on 
them for control. 


For more information visit 
StrikeProducts.com 


Always read and follow label instructions. Strike is a registered 
trademark of Wellmark International. ©2017 Wellmark International. 


Franklin Electric celebrates 7 ars of business 
Franklin Electric announced the company will be celebrating its 75th 
anniversary in 2019. The company was founded by E.J. “Ed” Schaefer and 
TW. “Wayne” Kehoe in 1944 in Bluffton, Indiana. Franklin Electric started 
as a small motor manufacturing company and has grown into a global pro- 
vider of systems and components for moving water and fuel. 


nnounces airman 

The board of directors of the Water and Wastewater Equip- 
ment Manufacturers Association elected John Dyson to the 
position of chairman for the 2019-20 term. He has been 
involved with WW'EMA for over 24 years and has represented 
the association at EPA, American Water Works Association 
and Water Environment Federation meetings. In his role as Ë 
chairman, he will serve on the strategic planning and execu- John Dyson 
tive committees and provide leadership to the organization. 

Dyson is currently with Aqua-Aerobic Systems based in Loves Park, Illinois, 
asa product channel manager for AquaPrime. He has been with the company since 
2016 and has over 30 years' experience in the water and wastewater industries. 


namesr CEO 


urce Interne 


Drive Source International welcomed Gary Steinhart as its 
new CEO/president. He will focus on increasing market share 
of the Dynamatic product line throughout a variety of indus- 
try applications and introduction of its total system solutions. 
Steinhart has over 25 years' experience in exceeding revenue, 
profit and business growth objectives within diverse markets. 
He lives in southeastern Wisconsin and will be working out Gary 
of the company's corporate headquarters in Sturtevant. Steinhart 


Є announces ACQUISITION OT IVITUA 

De Nora announced it has acquired the Albuquerque, New Mexico-based 
MIOX business from Johnson Matthey for an undisclosed price. De Nora's 
on-site generation product offering includes electrochlorination systems 
using either seawater or brine for water treatment and biofouling control. 
The MIOX technology adds knowledge and experience in producing propri- 
etary mixed oxidants on site for advanced applications. 

Since its inception in 1994, MIOX has been a provider of on-site genera- 

tor equipment serving the municipal, industrial, and oil and gas markets in 
the Americas, delivering a broad range of solutions to its customers. 


Tim Gland, vice president and general manager of Eriez- 
USA, announced that Dan Zimmerman was promoted to the 
position of operations director. Zimmerman has been with 
Eriez since 2004, serving most recently as director of busi- 
ness development. As operations director, Zimmerman will 
be responsible for providing strategic leadership to the Eriez- Zimmerman 
USA operations teams. _ 


In- acqu TY n, rorm y i 

In-Situ announced that it acquired ChemScan, formerly known as ASA 
Analytics. The acquisition will expand In-Situ's ability to serve process appli- 
cations including municipal and industrial wastewater, drinking water, and other 
industrial water process markets. Located in Waukesha, Wisconsin, ChemScan 
specializes in the manufacture of automatic chemical analysis systems for water 
and wastewater monitoring and control. Concurrent with the acquisition, 
ASA Analytics has changed its name to ChemScan. The company will continue 


operations in Wisconsin and operate as ChemScan, an In-Situ company. tpo 
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“There are a lot of people depending 
on us for clean drinking water. 


That's one thing l like about the 


water treatment business. You can take 


a lot of p r | а е in your job." 


Don Gariepy 
Water Treatment Plant Mechanic 
Charlotte-Mecklenburg (N.C.) Utility Department 
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Plan B Léads to 


Read what matters 
to operators in every 
issue of TPO. © 


Subscribe for FREE at 
www.tpomag.com 


A 


exam 
STUDY 
eru 


Licensing exams can be challenging. Our Exam Study Guide 
helps you prepare by presenting questions similar to those on 
an actual exam. You can find many more sample questions on 
the TPO website at www.tpomag.com/study. 


WASTEWATER 
By Rick Lallish 


Whatis the desired pH level for a properly operating anaerobic digester? 


A. 4.0to 6.6 
B. 6.8to 7.2 
C. 7.6to 9.0 
D. Above 10.0 


ANSWER: B. Anaerobic digesters can operate at pH 6.0 to 8.0; the desired 
range is 6.8 to 7.2. If the pH falls below 6.0 or exceeds 8.0, the methane- 
forming bacteria will die oft, and the digestion process will cease. The 
methane-forming bacteria are the key component for anaerobic digestion. 
The pH is controlled by the amounts of volatile acids and the alkalinity. 


DRINKING WATER 


By Drew Hoelscher 


What membrane filtration process requires the least amount of oper- 
ating pressure? 


. Ultrafiltration (UF) 
Reverse osmosis (RO) 
Microfiltration 
Nanofiltration (NF) 


com» 


ANSWER: C. Compared to UF, NF and RO, microfiltration has the largest 
pore size openings and requires less applied pressure for the water to pass 
through. Microfiltration can remove contaminants 0.1 microns in diameter 
and greater and is effective in removing sediment, algae, protozoa and some 
bacteria from contaminated water. It can be applied as a pretreatment for 
ПЕ, NF and RO membranes or as a post-treatment for granular media 
filtration. 


ABOUT THE AUTHORS 

Rick Lallish is water pollution control program director and Drew Hoelscher is 
program director of drinking water operations at the Environmental Resources 
Training Center of Southern Illinois University Edwardsville. tpo 
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Staggered 

E Rotor 
Industrial 
| Series 
Mixers 
feature 

. Superior 
blend with 
reduced 
maintenance 
and 
operating 
COst. 


=~ Patented 
Staggered Rotor 


Available in Truck, 
Trailer or Stationary 


Designed for 
Composting 
Performance 


Vertical Compost Series 

process and incorporate coarse 
carbon sources quickly and efficiently. 
620.225.1142 
620.338.0090 Cell USA. 


www.rotomix.com 


^ Dependable, High Quality Blowers 
- Price Savings Unmatched By Others 


ZZ Series Blowers 


Drop-in Replacement for Roots 
URAI, Sutorbilt Legend and Tuthill 
Competitor Models 


Pressures to 15 PSIG 
Airflow to 2,350 CFM 


553 EurusBlower 


PO Box 4588, Wheaton, IL 60189 


MB and ZG Series Blowers 


Duroflow and RAM/RCS Replacements 
Bi-lobe and tri-lobe models 


Pressures to 15 PSIG 
Airflow to 5,000 CFM 


PH: 630-221-8282 Fx: 630-221-1002 
www.eurusblower.com tomh@eurusblower.com 
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Val-Matic AirValve 
Sizing software 
Val-Matic's AirValve Sizing Pro- 
gram is a web-based software pro- 
gram designed to aid in selecting air 
valves along a pipeline. Users enter 
and save design information specific 
to their pump, water pipeline or 
wastewater force main to calculate 
the locations and sizes of AWWA air 
valves. The program also calculates 
the collapse pressure, slope and grav- 
ity flow in the pipe. Recommenda- 
tions are given for air valve locations, 
sizes and model numbers for pipe- 
line and pump discharge locations. 
630-941-7600; www.valmatic.com 


Siemens Sinamics 
G120X drive 

The Sinamics G120X drive from 
Siemens is designed for use in pump, 
fan and compressor applications. It 
has a power range of 1 to 700 hp and 
can operate in a temperature range 
from 4 degrees below zero to 140 
degrees F with any standard motor, 
including synchronous reluctance 
motors. It has an integral DC choke 
that improves harmonics and EMC 
performance. The compact design 
saves space in the control cabinet 
and can also be easily integrated into 
MCC solutions, including plug-in 
buckets. The drive enables motor 
cable lengths of up to 492 feet with 
category C2 or C3 filter and up to 
1,476 feet without filter and have 
hardware-based SIL3-certified safety 
functions built-in. 
800-743-6367; www.usa.siemens.com 
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product spotlight 


wastewater 


Thermal mass flowmeter resists 
corrosion in biogas environments 


By Craig Mandli 


Engineers responsible for biogas production 
involving municipal wastewater treatment will appre- 
ciate the fact that the STb1A Biogas Flow Meter 
from FCI - Fluid Components International com- 
bines superior measurement accuracy with high reli- 
ability and dependability. 

Biogas from sewage treatment plants is often 
digested under anaerobic conditions in reactor tanks. 
This potent mixture of combustible methane, car- 
bon dioxide, water and trace levels of corrosive hydro- 
gen sulfide is problematic for many flow-measuring 
technologies, as the sticky nature of hydrogen sul- 
fide particles can affect the performance and can 
clog many flow sensors, leading to frequent, labor- 
intensive cleanings. 

The genesis of the product design came from 
customers seeking a highly accurate, reliable, rug- 
ged, low-maintenance flow-measurement solution, 
according to the company. It has been on the mar- 
ket for a few years and 1s now building momentum 
as sustainable, green energy is becoming a greater 
focus in municipal wastewater treatment operations 
seeking to protect the environment and reduce oper- 
ational costs simultaneously. 

То survive 1n biogas processes, the ST51 comes 
standard with 316 stainless steel body construction 
and Hastelloy-C22 thermal sensors. It features a no- 
moving-parts, nonclogging design that eliminates 
the need for constant cleaning under wet, dirty bio- 
gas conditions. It comes with full global Division 1, 
Zone 1, Ex safety approvals. The meter's electronics 


ST51A Biogas Flow 
Meter from FCI - 
Fluid Components 
International 


are housed in a durable 
NEMA 4X, IP67 dust/ 
water ingress protected 
and rugged, all-metal 
(aluminum or 316L stain- 
less steel) enclosure with 
dual conduit ports in 
either NPT or M20 
threading. The transmit- 
ter can be integrally 
mounted with the flow 
element (probe) or can be 
remote mounted for installation flexibility. The instru- 
ment comes standard with dual 4-20mA, NAMUR 
NE43 compliant outputs and a 500 Hz pulse output. 

In biogas cogeneration systems, the meter is help- 
ing provide green energy that reduces dependence 
on more expensive, conventional electric utility 
power generation systems, according to the company. 
The meter is also helping municipal plants reduce 
their carbon footprints and meet increasingly strin- 
gent mandated pollution reporting and reduction 
regulations while saving money. 

This insertion-style flowmeter is available in 
multiple probe lengths for installation into pipe 
diameters from 2.5 to 24 inches. It is easily con- 
nected into the pipe via a 1/2- or 3/4-inch NPT 
compression fitting. Its insertion-style design requires 
only a simple, single point tap into the process 
piping that requires minimal technician time. 
800-854-1993; www.fluidcomponents.com 


ClearSpan Fabric Structures 
Gable HD Building 

The ClearSpan Fabric Structures 
Gable HD Building has a unique 
profile that provides extra-tall clear- 
ances for operating commercial 
machinery and covering equipment 
of any size. It offers maximum usable 
space to ensure room to move and 
operate. The Gable HD Building can 
be built with one of many founda- 
tion options, including blocks, ship- 
ping containers and ClearSpan's 


Helical Anchoring System, allowing 
the structure to be built almost any- 
where. Each building has a triple- 
galvanized steel frame and translucent, 
ripstop fabric cover. 

866-643-1010; www.clearspan.com 


Kee Safety Kee Walk 
with Guardrail 

The Kee Walk with Guardrail 
from Kee Safety is an OSHA-com- 
pliant rooftop walkway system with 


an integrated safety railing. Designed 
to provide a secure, anti-slip walk- 
ing surface on all roof types includ- 
ing metal profile and standing seam 
roofs, the Kee Walk accommodates 
steps, traverses and sloped roofs with 
pitches up to 35 degrees. It presents 
a clear demarcation route for per- 
sonnel accessing the roof and can be 
used in conjunction with Kee Safety 
crossover platforms to provide safe 
access across roof-mounted pipe- 
work, over low-level walls and to 
service plant equipment. The corro- 
sion-resistant walkway-railing sys- 
tem is compatible with other Kee 
Safety fall protection products to deliver 
a complete rooftop safety solution. 

716-896-4949; www.keesafety.com 


product spotlight 


water 


Providing versatile control 
By Craig Mandli 


There are typically multiple motor processes controlled remotely in 
water treatment plants. The control systems used to oversee those pro- 
cesses need to be easy to use and versatile enough to often handle mul- 
tiple processes at once. The GA800 high-performance drive from 
Yaskawa America was recently introduced to the market especially for 
those applications. 

Yaskawa advertises the GA800 as easy, powerful and extremely reli- 
able, providing the ultimate combination of power, ease of use, flexibil- 
ity and performance. Designed to control traditional and emerging motor 
technologies through 600 hp, the GA800 handles applications ranging 
from simple fans and pumps to high-performance test dynamometers 
requiring precise regulation. In addition to its durable and powerful 
design, the GA800 provides highly flexible network communications, 
embedded functional safety and easy-to-use tools featuring mobile device 
connectivity. 

As Yaskawa's new industrial general-purpose AC drive product, the 
GA800 will address every application handled by its predecessor, the 
A1000 drive, and more. Key features include a high-resolution, multi- 
language display with setup wizards and data logging, Bluetooth and 
DriveWizard Mobile for convenient and easy interaction. DriveWiz- 
ard Mobile is a free application tool for use on both Android and 
Apple smartphones and tablets. It provides colorful, intuitive drive 
programming, parameter backup, cloud access, troubleshooting 
help and access to mobile-friendly instructions. 

The unit comes equipped with Yaskawa Drive Cloud, provid- 
ing free storage for specific configuration information pertaining 
to a facility's drives. It allows the operator to store things like 
parameter sets, application notes and photos unique to each drive 
with their own serial number and account credentials. The infor- 
mation is secure and only accessible by the operator. 


" 328 feet per second for gases. It also 
3 monitors the temperature of the 
ú medium inside the pipe from 39 to 
212 degrees F. Program selections 
Include switching, frequency or ana- 
log outputs. A 24-volt DC power sup- 
ply is required to power the sensor. 
877-373-2700; www.sensaphone.com 


Sensaphone flowmeter tpo 
with digital display 


The dual flow and temperature 


Q Biuetooth 


СА800 drive from 
Yaskawa America 


In addition, the drive can 
be programmed without main 
power through an embedded 
USB port. An Advanced Open 
Loop Vector produces suit- 
able torque and near tripless 
operation, while an integrated 
brake transistor (up to 125 
hp) allows for cost-effective 
heavy braking, and an 
embedded Safe Torque Off 
feature minimizes downtime 
for applications requiring 
occasional intervention (SIL 
CLS ИР ИОД срогу Sa 
standard conformal coating helps resist contamination. 

The G800 drive is available in 240-volt AC three-phase (1 to 150 hp) 
and 480-volt AC three-phase (1 to 600 hp) models. It is designed for use 
around the world and carries agency certifications for all major geo- 
graphical regions. 800-927-5292; www.yaskawa.com 
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Wastewater Depot, LLC 


Fiberglass Blower Packages 


* Complete Custom Blower Packages 


• Sound enclosure available for additional 
sound reduction 


• Optional fiberglass, steel, stainless 
or aluminum bases and hoods 


• Pre-engineered to meet specific 
project requirements 


e Roots, Sutorbilt or Tuthill positive 
displacement blowers 


• ODP ог TEFC motors (XP available) 
• Discharge piping with pressure relief valve, 


n 


connection for ease of installation 


e Provide excellent protection 
and weather resistance 


• Five different vented fiberglass enclosure sizes 


pressure gauge, check valve and rubber hose 


sensor from Sensaphone provides 
real-time flow rates to any Sensa- 
phone monitoring device that accepts 
a 4-20mA signal. The sensor can 
detect and measure the flow of oil, 
water, glycol and air in internal pipe 
diameters up to 10 inches. It mea- 
sures flow rates from 0.15 to 9.85 feet 
per second for liquids and from 6 to 


Facebook.com/TPOmag 
Twitter.com/TPOmag 
Youtube.com/TPOmagazine 


Linkedin.com/company/ 
treatment-plant-operator-magazine 


Wastewater Depot, LLC 
Batavia, OH 
info @ wastewaterdepot.com 


e Electronically non-conductive 


e Resist ultraviolet degradation and 
never needs to be painted 


» Factory adjusted for elevation levels 
at the project site 


e Specialized requirements 


www.wastewaterdepot.com 
513-732-0129 
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people/awards 


Nancy Hausrath was hired as utilities director for the City of Hager- 
stown, Maryland. 


Brandon Kelly was hired as director of the Department of Public Works 
for the Town of Shirley, Massachusetts. 


Nathan Brockman was hired as superintendent of the wastewater plant 
in the City of Eagle Grove, Iowa. 


Mike Prinz was hired as general manager of the Las Gallinas Valley San- 
itary District in California. 


Albert Lau was hired as general manager of California's Santa Fe Irri- 
gation District. He replaced Michael Bardin, who retired. 


The Pender County Wastewater Treatment Facility was honored for 
engineering excellence by the American Council of Engineering Companies 
of North Carolina. The adaptive ecosystem reclamation wastewater treat- 
ment facility includes a 500,000-gpd hydroponic reactor that includes a 
greenhouse enclosure. 


'The Melinda K. Knoerzer Adaptive Ecosystem Reclamation Facility 
in Pender, North Carolina, received the 2019 Grand Award from the Ameri- 
can Council of Engineering Companies of North Carolina. 


Brunswick County Public Utilities received the George W. Burke Jr. 
Safety Award from the North Carolina American Water Works Association 
and North Carolina Water Environment Association. In addition, Bobby 
Faircloth, utilities collections foreman, received the Collection System Oper- 
ator of the Year award. 


The Henry County Water Authority received the Collection System of 
Excellence Platinum Award from the Georgia Association of Water Profes- 
sionals. Mandy Gatewood received the Customer Service Award. 


The New England Region of the U.S. EPA recognized several facilities 
with the 2018 Regional Wastewater Treatment Plant Excellence Award: 

* Westerly (Rhode Island) Wastewater Treatment Facility, led by 
Nick DeGemmis, superintendent 

* Windham (Connecticut) Wastewater Treatment Facility, led by 
David Garand, chief operator 

* Winchester (New Hampshire) Wastewater Treatment Facility, led 
by Rick Meleski, plant manager 

* Leominster (Massachusetts) Wastewater Treatment Facility, led 
by Robert Chalifaux, chief operator. 


Paula Lynn Ely of the Great Barrington (Massachusetts) Wastewater 
Treatment Plant was named Operator of the Year by the New England Region 
of the U.S. EPA. 


Tim Bilodeau, chief operator of the Lancaster (New Hampshire) Waste- 
water Treatment Facility, received a 2018 Regional Wastewater Treatment 
Plant Operator of the Year Excellence award from the U.S. EPA New Eng- 
land office. 


The Charles River Water Pollution Control District Industrial Pre- 
treatment Program in Massachusetts received a 2018 Regional Excellence 


Award from the U.S. EPA New England office. 
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events 


May 7-10 

Residuals and Biosolids Conference, presented by the Water 
Environment Federation, International Water Association, Florida 
Water Environment Association and The Water Research Foundation, 
Greater Fort Lauderdale / Broward County Convention Center, Florida. 
Visit www.wef.org. 


May 8-10 

WEF Stormwater and Green Infrastructure Symposium 2019, 
Greater Fort Lauderdale / Broward County Convention Center, Florida. 
Visit www.wef.org. 


May 13-16 

Alaska Water Wastewater Management Association Annual 
Statewide Conference, Hotel Captain Cook, Anchorage, Alaska. 
Visit www.awwma.org. 


May 14-15 

Michigan Water Environment Association Spring Wastewater 
Conference, Island Resort and Casino, Harris, Michigan. Visit 
www.mi-wea.org. 


May 14-16 
Central States Water Environment Association Annual Meeting, 
Monona Terrace, Madison, Wisconsin. Visit www.cswea.org. 


May 15-16 
Smart Water Networks Forum (SWAN) 2019, Hyatt Regency 
Miami. Visit www.swan-2019.com. 


May 17-18 

WEF Mathematical Models for Biological Used-Water Treatment 
Process Research and Design, Arizona State University, Tempe, 
Arizona. Visit www.wef.org. 


May 22-24 

48th Annual Joint Meeting, Connecticut Section AWWA and 
Connecticut Water Works Association, Woodstock Inn & Resort, 
Vermont. Visit www.awwa.org. 


May 26-28 

British Columbia Water and Waste Association Annual Confer- 
ence and Trade Show, Victoria Conference Centre and Fairmont 
Empress, Victoria, British Columbia. Visit www.bcwwa.org. 


The Warren (Massachusetts) Wastewater Treatment Facility received a 
2018 Regional Wastewater Treatment Plant Excellence Award from the U.S. EPA. 


Three Narragansett (Rhode Island) Bay Commission team members 
received regional awards for excellence at the New England Water Environ- 
ment Association convention: 

* Nora Lough, biologist, Wastewater Trainer of the Year award, U.S. 

EPA Region 1 
* Michael Spring, maintenance manager, Alfred E. Peloquin Award 
* David Aucoin, safety compliance coordinator, Operator Safety Award. 


Bill Patenaude, a principal engineer in the Rhode Island Department 
of Environmental Management Office of Water Resources, received the Clair 
N. Sawyer Award from the New England Water Environment Association. 
He is the founder of the DEM Wastewater Leadership Boot Camp. 


Jeffrey Sikora, a wastewater treatment operator in Auburn, New York, 
received a 2018 Quarter Century Operator Club Award from the New York 
Water Environment Association. 


The Vacaville Easterly Wastewater Treatment Plant received a 2018 
Wastewater Plant of the Year award from the California Water Environment 
Association Redwood Empire Section. 


Greer Commission of Public Works employee David Viers was named 
the Wastewater Operator of the Year by the Water Environment Association 
of South Carolina Blue Ridge Foothills District. 


Jonathan Gresham was named director of utilities for the City of Ama- 
rillo, Texas. 


The Twin Lakes (Wisconsin) village board recognized Terry Trongeau 
upon his retirement after 24 years, ending as head sewer operator. 


Former Austin (Texas) City Council member Berl L. Handcox became 
the namesake of the city's fourth water treatment plant in western Travis 
County. Handcox was the first African-American council member elected 
under the manager-council form of government. 


TPO welcomes your contributions to Worth Noting. To recognize members of 
your team, please send notices of new hires, promotions, certifications, service 
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